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Announcement 

CFR  SUPPLEMENTS 

(As  of  January  1,  1960) 

The  following  Supplements  are  now  available! 

Title  16,  Revised _ $6.50 

Title  17 _ $0.75 

Previously  announced:  Title  3  ($0.60);  Titles  4-5 
($1.00);  Title  7,  Parts  1-50  ($0.45);  Parts  51-52 
($0.45);  Parts  53-209  ($0.40);  Parts  210-399, 
Revised  ($4.00);  Parts  900-959  ($1.50);  Part  960 
to  End  ($2.50);  Title  •  ($0.40);  Title  9  ($0.35); 
Titles  10-13  ($0.50);  Title  14,  Parts  1-39  ($0.65); 
Title  15  ($1.25);  Title  It  ($0.55);  Title  19  ($1.00); 
Title  20  ($1.25);  Title  21  ($1.50);  Titles  22-23 
($0.45);  Title  24  ($0.45);  Title  25  ($0.45);  Title 
26  (1939),  Parts  1-79  ($0.40);  Parts  00-169 
($0.35);  Parts  170-182  ($0.35);  Parts  300  to  End 
($0.40);  Title  26,  Part  1  (II  1.01-1.499)  C$1.75); 
Parts  1  (I  1.500  to  End)— 19  ($2.25);  Parts  20- 
169  ($1.75);  Parts  170-221  ($2.25);  Part  300 
to  End  ($1.25);  Titles  2 8-29  ($1.75);  Titles 
30-31  ($0.50);  Title  32,  Parts  1-399  ($2.00); 
Parts  400-699  ($2.00);  Parts  700-799  ($1.00); 
Parts  800-999,  Revised  ($3.75);  Part  1100  to 
End  ($0.60);  Tide  33  ($1.75);  Title  35,  Revised 
($3.50);  Title  36,  Revised  ($3.00);  Title  37,  Re¬ 
vised  ($3.50);  Title  38  ($1.00);  Title  39  ($1.50); 
Title  42,  Revised  ($4.00);  Title  43  ($1.00);  Title 
46,  Parts  1-145  ($1.00);  Parts  146-149,  Revised 
($6.00);  Part  150  to  End  ($0.65);  Tide  47,  Parts 
1-29  ($1.00);  Part  30  to  End  ($0.30);  Tide  49, 
Parts  1-70  ($1.75);  Parts  71-90  ($1.00);  Parts 
91-164  ($0.45);  Part  165  to  End  ($1.00);  Tide 
50  ($0.70). 
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Rules  and  Regulations 


Title  5— ADMINISTRATIVE 
PERSONNEL 

Chapter  I — Civil  Service  Commission 

PART  6— EXCEPTIONS  FROM  THE 
COMPETITIVE  SERVICE 

Housing  and  Home  Finance  Agency 

Effective  upon  publication  in  the  Fed¬ 
eral  Register,  subparagraph  (22)  is 
added  to  I  6.342(b)  as  set  out  below. 

§  6.342  Housing  and  Home  Finance 
Agency. 

***** 

(b)  Federal  Housing  Administra¬ 
tion.  •  •  • 

(22)  One  Confidential  Administrative 
Assistant  to  the  Deputy  Commission  for 
Operations. 

(R.S.  1753,  sec.  2,  22  Stat.  403,  as  amended; 
5  U.S.C.  631,  633)  / 

United  States  Civil  Serv¬ 
ice  Commission, 

[seal]  Mary  V.  Wenzel, 

Executive  Assistant. 

[F.R.  Doc.  60-5338;  Filed,  June  10,  1960; 
8:48  a.m.] 


PART  29— RETIREMENT 

Exclusions  From  Retirement  Coverage 

Paragraph  (b)  of  §  29.2  is  amended  as 
set  out  below. 

§  29.2  Exclusions  from  retirement  cov¬ 
erage. 

*  •  •  •  • 

(b)  The  exclusions  in  paragraph  (a) 
of  this  section  do  not  operate  to  deny 
retirement  coverage  in  any  case  in  which 
(1)  employment  in  an  excluded  category 
follows  employment  subject  to  the  act 
without  a  break  in  service  or  after  a 
separation  from  service  of  three  days  or 
less,  (2)  the  employee  is  granted  competi¬ 
tive  civil  servie  status  under  legislation, 
Executive  order,  or  the  Civil  Service 
rules  and  regulations,  while  he  is  serv¬ 
ing  in  a  position  in  the  competitive  serv¬ 
ice,  (3)  the  employee  previously  had  a 
competitive  civil  service  status  and  such 
status  is  restored  to  him  by  action  of  re¬ 
instatement,  or  (4)  the  employee  is 
granted  me^it  status  under  Chapter  n 
of  this  title,  “Employment  and  Compen¬ 
sation  in  the  Canal  Zone.” 

(Sec.  16.  70  Stat.  758;  5  U.S.C.  2266) 

United  States  Civil  Serv¬ 
ice  Commission, 

[seal]  Mary  V.  Wenzel, 

Executive  Assistant. 

IF.R.  Doc.  60-5339;  Filed,  June  10,  1960; 

8:48  a.m.] 


Title  6— AGRICULTURAL 
CREDIT 

Chapter  IV — Commodity  Stabilization 
Service  and  Commodity  Credit  Cor¬ 
poration,  Department  of  Agriculture 

SUBCHAPTER  B — LOANS,  PURCHASES,  AND 
OTHER  OPERATIONS 

(I960  C.C.C.  Grain  Price  Support  Bulletin  1, 
Supp.  1,  Amdt.  2,  Grain  Sorghums] 

PART  421— GRAINS  AND  RELATED 
COMMODITIES 

Subpart — 1960-Crop  Grain  Sorghum 
Loan  and  Purchase  Agreement  Pro¬ 
gram 

The  regulations  issued  by  the  Com¬ 
modity  Credit  Corporation  and  the 
Commodity  Stabilization  Service  pub¬ 
lished  in  25  F.R.  3920  and  4894  and  con¬ 
taining  the  specific  requirements  for  the 
1960-crop  grain  sorghums  price  support 
program  are  hereby  amended  as 
follows; 

Section  421.5233  (a)*  (3)  (i)  is  amended 
to  provide  that  in  determining  the  sup¬ 
port  rate  for  grain  sorghums  shipped  by 
rail  or  water  to  any  designated  terminal 
market  listed  in  this  subdivision,  a  de¬ 
duction  shall  be  made  for  the  trans¬ 
portation  cost,  if  any,  for  moving  the 
grain  sorghums  to  a  tidewater  loading 
facility  located  within  the  same  switch¬ 
ing  limits,  so  that  the  amended  subdivi¬ 
sion  reads  as  follows: 

§  421.5233  Determination  of  support 
rates. 

(a)  •  *  • 

(3)  (i)  Notwithstanding  the 'foregoing 
provisions  of  this  paragraph,  the  support 
rate  for  grain  sorghums  shipped  by  rail 
or  water  and  stored  at  any  of  the  fol¬ 
lowing  terminal  markets,  shall  be  equal 
to  the  rate  for  the  applicable  terminal 
market  minus  the  transportation  cost,  if 
any,  as  determined  by  the  appropriate 
CSS  commodity  office,  for  moving  the 
grain  sorghums  to  a  tidewater  loading 
facility  located  within  the  same  switch¬ 
ing  limits. 

Los  Argeles,  Calif.;  San  Francisco,  Calif.; 
Stockton,  Calif.;  Oakland,  Calif.;  Astoria, 
Oreg.;  Portland,  Oreg.;  Corpus  Christl,  Tex.; 
Galveston,  Tex.;  Houston,  Tex.;  Port  Arthur, 
Tex.;  Longview,  Wash.;  Seattle,  Wash.;  Ta¬ 
coma,  Wash.;  Vancouver,  Wash.;  Baton 
Rouge,  La.;  and  New  Orleans,  La. 

(Sec.  4,  62  Stat.  1070,  as  amended;  15  U.S.C. 
714b.  Interpret  or  apply  sec.  6,  62  Stat.  1072, 
secs.  105,  401,  63  Stat.  1051,  as  amended,  Title 
II,  73  Stat.  178,  15  UJ8.C.  714c,  7  U.S.C.  1421, 
1441) 

Issued  this  8th  day  of  June  1960. 

Clarence  D.  Palmby, 

Acting  Executive  Vice  President, 
Commodity  Credit  Corporation. 

[F.R.  Doc.  60-5354;  Filed,  June  10,  1960; 
8:50  a.m.] 


Title  7— AGRICULTURE 

Chapter  IX — Agricultural  Marketing 
Service  (Marketing  Agreements  and 
Orders),  Department  of  Agriculture 

[Valencia  Orange  Reg.  201) 

PART  9  2  2  — VALENCIA  ORANGES 
GROWN  IN  ARIZONA  AND  DESIG¬ 
NATED  PART  OF  CALIFORNIA 

Limitation  of  Handling 

§  922.501  Valencia  Orange  Regulation 

201. 

(a)  Findings.  (1)  Pursuant  to  the 
marketing  agreement  and  Order  No.  22, 
as  amended  (7  CFR  Part  922),  regulat¬ 
ing  the  handling  of  Valencia  oranges 
grown  in  Arizona  and  designated  part 
of  California,  effective  under  the  ap¬ 
plicable  provisions  of  the  Agricultural 
Marketing  Agreement  Act  of  1937,  as 
amended  (7  U.S.C.  601-674),  and  upon 
the  basis  of  the  recommendations  and 
information  submitted  by  the  Valencia 
Orange  Administrative  Committee, 
established  under  the  said  marketing 
agreement  and  order,  as  amended,  and 
upon  other  available  information,  it  is 
hereby  found  that  the  limitation  of 
handling  of  such  Valencia  oranges  as 
hereinafter  provided  will  tend  to  effec¬ 
tuate  the  declared  policy  of  the  act. 

(2)  It  is  hereby  further  found  that  it 
is  impracticable  and  contrary  to  the 
public  interest  to  give  preliminary  notice, 
engage  in  public  rule-making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
hereof  in  the  Federal  Register  (5 
U.S.C.  1001-1011)  because  the  time 
intervening  between  the  date  when  in¬ 
formation  upon  which  this  section  is 
based  became  available  and  the  time 
when  this  section  must  become  effective 
in  order  to  effectuate  the  declared  policy 
of  the  act  is  insufficient,  and  a  reason¬ 
able  time  is  permitted,  under  the  cir¬ 
cumstances,  for  preparation  for  such 
effective  time;  and  good  cause  exists  for 
making  the  provisions  hereof  effective 
as  hereinafter  set  forth.  The  committee 
held  an  open  meeting  during  the  current 
week,  after  giving  due  notice  thereof,  to 
consider  supply  and  market  conditions 
for  Valencia  oranges  and  the  need  for 
regulation;  interested  persons  were  af¬ 
forded  an  opportunity  to  submit  infor¬ 
mation  and  views  at  this  meeting;  the 
recommendation  and  supporting  infor¬ 
mation  for  regulation  during  the  period 
specified  herein  were  promptly  sub¬ 
mitted  to  the  Department  after  such 
meeting  was  held ;  the  provisions  of  this 
section,  including  its  effective  time,  are 
identical  with  the  aforesaid  recommen¬ 
dation  of  the  committee,  and  informa¬ 
tion  concerning  such  provisions  and 
effective  time  has  been  disseminated 
among  handlers  of  such  Valencia 
oranges;  it  is  necessary,  in  order  to 
effectuate  the  declared  policy  of  the  act, 

5215 
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to  make  this  section  effective  during  the 
period  herein  specified;  and  compliance 
with  this  section  will  not  require  any 
special  preparation  on  the  part  of  per¬ 
sons  subject  hereto  which  cannot  be 
completed  on  or  before  the  effective  date 
hereof.  Such  committee  meeting  was 
held  on  June  9,  1960. 

(b)  Order.  (1)  The  respective  quan¬ 
tities  of  Valencia  oranges  grown  in  Ari¬ 
zona  and  designated  part  of  California 
which  may  be  handled  during  the  period 
beginning  at  12:01  a.m.,  P.s.t.,  June  12, 
1960,  and  ending  at  12:01  a.m.,  Pjs.t., 
June  19, 1960,  are  hereby  fixed  as  follows : 

(1)  District  1:  Unlimited  movement; 

(ii)  District  2:  500,000  cartons; 

(iii)  District  3 :  Unlimited  movement. 

(2)  All  Valencia  oranges  handled  dur¬ 
ing  the  period  specified  in  this  section 
are  subject  also  to  all  applicable  size 
restrictions  which  are  in  effect  pursuant 
to  this  part  during  such  period. 

(3)  As  used  in  this  section,  “handled/* 
“handler/*  “District  1/*  “District  2/’ 
“District  3,**  and  “carton”  have  the  same 
meaning  as  when  used  in  said  market¬ 
ing  agreement  and  order,  as  amended. 

(Secs.  1-19,  48  Stat.  31,  as  amended;  7  U.S.C. 
601-874) 

Dated:  June  10, 1960. 

Floyd  F.  Hedlund, 
Deputy  Director,  Fruit  and 
Vegetable  Division,  Agricul¬ 
tural  Marketing  Service. 

[F.R.  Doc.  60-5434;  Filed,  June  10,  I960; 

11:30  am.] 

[Lemon  Reg.  850] 

PART  953— LEMONS  GROWN  IN 
CALIFORNIA  AND  ARIZONA 

Limitation  of  Handling 
§  953.957  Lemon  Regulation  850. 

(a)  Findings.  (1)'  Pursuant  to  the 
marketing  agreement,  as  amended,  and 
Order  No.  53,  as  amended  (7  CFR  Part 
953;  23  F.R.  9053),  regulating  the  han¬ 
dling  of  lemons  grown  in  California  and 
Arizona,  effective  under  the  applicable 
provisions  of  the  Agricultural  Marketing 
Agreement  Act  of  1937,  as  amended  (7 
U.S.C.  601  et  seq.;  68  Stat.  906,  1047). 
and  upon  the  basis  of  the  recommenda¬ 
tion  and  information  submitted  by  the 
Lemon  Administrative  Committee,  estab¬ 
lished  under  the  said  amended  marketing 
agreement  and  order,  and  upon  other 
available  information,  it  is  hereby  found 
that  the  limitation  of  handling  of  such 
lemons  as  hereinafter  provided  will  tend 
to  effectuate  the  declared  policy  of  the 
act. 

(2)  It  is  hereby  further  found  that  it 
is  impracticable  and  contrary  to  the 
public  interest  to  give  preliminary  notice, 
engage  in  public  rule-making  procedure, 
and  postpone  the  effective  date  of  this 
section  until  30  days  after  publication 
hereof  in  the  Federal  Register  (60  Stat. 
237;  5  U.S.C.  1001  et  seq.)  because  the 
time  intervening  between  the  date  when 
information  upon  which  this  section  is 
based  become  available  and  the  time 
when  this  section  must  become  effective 
in  order  to  effectuate  the  declared  policy 
of  the  act  is  insufficient,  and  a  reasonable 
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time  is  permitted,  under  the  circum¬ 
stances,  for  preparation  for  such  ef¬ 
fective  time;  and  good  cause  exists  for 
making  the  provisions  hereof  effective  as 
hereinafter  set  forth.  The  committee 
held  an  open  meeting  during  the  current 
week,  after  giving  due  notice  thereof,  to 
consider  supply  and  market  conditions 
for  lemons  and  the  need  for  regulation; 
interested  persons  were  afforded  an  op¬ 
portunity  to  submit  information  and 
views  at  this  meeting;  the  recommenda¬ 
tion  and  supporting  information  for  reg¬ 
ulation  during  the  period  specified 
herein  were  promptly  submitted  to  the 
Department  after  such  meeting  was 
held;  the  provisions  of  this  section,  in¬ 
cluding  its  effective  time,  are  identical 
with  the  aforesaid  recommendation  of 
the  committee,  and  information  con¬ 
cerning  such  provisions  and  effective 
time  has  been  disseminated  among  han¬ 
dlers  of  such  lemons;  it  is  necessary,  in 
order  to  effectuate  the  declared  policy 
of  the  act,  to  make  this  section  effective 
during  the  period  herein  specified;  and, 
compliance  with  this  section  will  not 
require  any  special  preparation  on  the 
part  of  persons  subject  hereto  which 
cannot  be  completed  on  or  before  the 
effective  date  hereof.  Such  committee 
meeting  was  held  on  June  7,  1960. 

(b)  Order.  (1)  The  respective  quan¬ 
tities  of  lemons  grown  in  California  and 
Arizona  which  may  be  handled  during 
the  period  beginning  at  12:01  a.m.,  P.s.t., 
June.  12,  1960,  and  ending  at  12:01  a.m., 
P.s.t.,  June  19,  1960,  are  hereby  fixed  as 
follows: 

(1)  District  1:  Unlimited  movement; 

(ii)  District  2 :  418,500  cartons; 

(iii)  District  3:  Unlimited  movement. 

(2)  As  used  in  this  section,  “handled,” 
“District  1,”  “District  2,”  “District  3,” 
and  “carton”  have  the  same  meaning 
as  when  used  in  the  said  amended  mar¬ 
keting  agreement  and  order. 

(Secs.  1-19,  48  Stat.  31,  as  amended;  7  U.S.G. 
601-674)  • 

Dated:  June 9, 1960. 

S.  R.  Smith, 

Director,  Fruit  and  Vegetable 
Division,  Agricultural  Mar¬ 
keting  Service. 

[F.R.  Doc.  60-5396;  Filed,  June  10,  1960; 

9:25  a.m.] 

[Peach  Order  2] 

PART  962— FRESH  PEACHES  GROWN 
IN  GEORGIA 

Limitation  of  Shipments 
§  962.319  Peach  Order  2. 

(a)  Findings.  (1)  Pursuant  to  the 
marketing  agreement,  as  amended,  and 
Order  No.  62,  as  amended  (7  CFR  Part 
962),  regulating  the  handling  of  fresh 
peaches  grown  in  the  State  of  Georgia, 
effective  under  the  applicable  provisions 
of  the  Agricultural  Marketing  Agreement 
Act  of  1937,  as  amended  (7  U.S.C.  601- 
674) ,  and  upon  the  basis  of  the  recom¬ 
mendation  of  the  Industry  Committee, 
established  under  the  aforesaid  amended 
marketing  agreement  and  order,  and 
upon  other  available  information,  it  is 
hereby  found  that  this  order  will  tend 


to  effectuate  the  declared  policy  of  the 
act  with  respect  to  shipments  of  fresh 
peaches  grown  in  the  State  of  Georgia. 

(2)  It  is  hereby  found  that  it  is  im¬ 
practicable,  unnecessary,  and  contrary 
to  the  public  interest  to  give  preliminary 
notice,  engage  in  public  rule-making 
procedure,  and  postpone  the  effective 
time  of  this  section  until  30  days  after 
publication  thereof  in  the  Federal 
Register  (5  U.S.C.  1001-1011)  because 
the  time  intervening  between  the  date 
when  information  upon  which  this  sec¬ 
tion  is  based  became  available  and  the 
time  when  this  section  must  become 
effective  in  order  to  effectuate  the  de¬ 
clared  policy  of  th^  act  is  insufficient;  a 
reasonable  time  is  permitted,  under  the 
circumstances,  for  preparation  for  such 
effective  time;  and  good  cause  exists  for 
making  the  provisions  hereof  effective 
not  later  than  June  12, 1960.  Shipments 
of  the  early  varieties  of  the  current  crop 
of  peaches  are  now  being  made  and  this 
section  should  be  applicable,  insofar  as 
practicable,  to  all  shipments  of  such 
peaches  in  order  to  effectuate  the  de¬ 
clared  policy  of  the  act;  and  compliance 
with  this  section  will  not  require  of  han¬ 
dlers  any  preparation  therefor  which 
cannot  be  completed  by  the  effective  time 
hereof. 

(b)  Order.  (1)  During  the  period  be¬ 
ginning  at  12:01  a.m.,  e.s.t.,  June  12, 
1960,  and  ending  at  12:01  a.m.,  e.s.t., 
September  1,  1960,  no  handler  shall  ship 
peaches  in  any  bulk  lot  or  any  lot  of 
packages  (except  peaches  in  bulk  to  des¬ 
tinations  in  the  adjacent  markets)  which 
are  of  a  size  smaller  than  1%  inches  in 
diameter,  except  that  not  more  than  ten 
(10)  percent,  by  count,  of  such  peaches 
in  any  bulk  lot  or  any  lot  of  packages 
may  be  of  a  size  smaller  than  1%  inches 
in  diameter,  but  not  more  than  fifteen 
(15)  percent,  by  count,  of  such  peaches 
in  any  individual  package  in  any  lot  may 
be  of  a  size  smaller  than  1%  inches  in 
diameter. 

(c)  When  used  in  this  section,  the 
terms  “handler,”  ‘‘adjacent  markets,” 
“peaches,”  “peaches  in  bulk,”  and  “ship” 
shall  have  the  same  meaning  as  when 
used  in  the  aforesaid  amended  market¬ 
ing  agreement  and  order,  and  the  term 
“diameter”  shall  have  the  same  meaning 
as  when  used  in  the  revised  United  States 
Standards  for  Peaches  (§§  51.1210  to 
51.1223  of  this  title). 

(Secs.  1-19,  48  Stat.  31,  as  amended;  7  U.S.C. 
601-674) 

Dated:  June  10,  1960. 

Floyd  F.  Hedlund, 
Deputy  Director,  Fruit  and  Veg¬ 
etable  Division,  Agricultural 
Marketing  Service. 

[F.R.  Doc.  60-5435:  Filed,  June  10,  1960; 

11:30  a.m.] 


PART  1021— TOMATOES  GROWN  IN 
THE  LOWER  RIO  GRANDE  VALLEY 
IN  TEXAS 

Approval  of  Expenses  and  Rate  of 
Assessment 

Notice  of  rule  making  regarding  the 
proposed  expenses  and  rate  of  assess- 
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ment  to  be  made  effective  under  Market¬ 
ing  Order  121  (7  CFR  Part  1021,  24  F.R. 
2425),  regulating  the  handling  of  to¬ 
matoes  grown  in  the  Counties  of  Cam¬ 
eron,  Hidalgo,  Starr,  and  Willacy  in 
Texas  (Lower  Rio  Grande  Valley),  was 
published  in  the  Federal  Register  May 
24,  1960,  (25  Fit.  4557) .  This  regulatory 
program  is  effective  under  the  Agricul¬ 
tural  Marketing  Agreement  Act  of  1937, 
as  amended  (secs.  1-19,  48  Stat.  31,  as 
amended;  7  U.S.C.  601-674). 

This  notice  afforded  interested  persons 
an  opportunity  to  file  data,  views  and  ar¬ 
guments  pertaining  thereto  not  less  than 
five  days  after  publication  in  the  Federal 
Register.  None  was  filed. 

After  consideration  of  all  relevant 
matters,  including  the  proposal  set  forth 
in  the  aforesaid  notice,  which  was  rec¬ 
ommended  by  the  Texas  Valley  Tomato 
Committee  established  pursuant  to  the 
aforesaid  marketing  order,  it  is  hereby 
found  and  determined  that: 

§  1021.202  Expenses  and  rate  of  assess¬ 
ments. 

(a)  The  reasonable  expenses  that  are 
likely  to  be  incurred  by  the  Texas  Valley 
Committee  established  pursuant  to  Mar¬ 
keting  Order  No.  121,  to  enable  such 
committee  to  perform  its  functions  pur¬ 
suant  to  the  provisions  of  the  aforesaid 
marketing  order,  during  the  fiscal  period 
ending  February  28,  1961,  will  amount  to 
$20,000. 

(b)  The  rate  of  assessment  to  be  paid 
by  each  handler  pursuant  to  this  part 
shall  be  one  cent  ($0.01)  per  60-pound 
crate  of  tomatoes,  or  the  equivalent 
quantity  thereof  in  other  containers 
handled  by  him  as  the  first  handler 
thereof  during  said  fiscal  period. 

(c)  The  terms  used  in  this  section  shall 
have  the  same  meaning  as  when  used 
in  Marketing  Order  No.  121  (7  CFR  Part 
1021). 

It  is  hereby  found  that  good  cause  ex¬ 
ists  for  not  postponing  the  effective  date 
of  this  document  beyond  the  date  of  pub¬ 
lication  in  the  Federal  Register  (5 
U.S.C.  1001-1011)  in  that  (1)  the  rate 
of  assessment  set  forth  herein  applies 
to  handling  of  tomatoes  grown  in  the 
production  area  and  the  handling  of  the 
1960  spring  crop  of  tomatoes  has  begun, 

(2)  it  is  necessary  that  such  rate  of  as¬ 
sessment  be  established  at  the  earliest 
possible  date  in  order  to  facilitate  oper¬ 
ations  under  the  marketing  order  and 

(3)  notice  hereof  has  been  given  by  pub¬ 
lication  in  the  Federal  Register  of  May 
24,  1960,  25  F.R.  4557. 

(Secs.  1-19,  48  Stat.  81,  as  amended;  7  UJS.C. 
601-674) 

Dated:  June  8,  1960,  to  become  effec¬ 
tive  upon  publication  in  the  Federal 
Register. 

Floyd  F.  Hedlund, 
Deputy  Director,  Fruit  and 
Vegetable  Division,  Agricul¬ 
tural  Marketing  Services 

IFJR.  Doc.  60-5363;  Filed,  June  10,  1960; 

8:60  a.m.] 


Title  29— LABOR 

Chapter  V — Wage  and  Hour  Division, 
Department  of  Labor 

PART  616— BUTTON,  JEWELRY,  AND 
LAPIDARY  WORK  INDUSTRY  IN 
PUERTO  RICO 

Pursuant  to  section  5  of  the  Fair 
Labor  Standards  Act  of  1938,  as  amended 
(52  Stat.  1062,  as  amended;  29  U.S.C. 
205) ,  the  Secretary  of  Labor  by  Adminis¬ 
trative  Order  No.  531  (25  F.R.  3178), 
appointed  and  convened  Industry  Com¬ 
mittee  No.  47-A  and  referred  to  it  and 
duly  noticed  a  hearing  on  the  question 
of  the  minimum  wage  rate  or  rates  to 
be  paid  under  section  6(c)  of  the  Act 
to  employees  in  the  button,  jewelry,  and 
lapidary  work  industry  in  Puerto  Rico 
as  defined  in  said  Administrative  Order, 
who  are  engaged  in  commerce  or  in  the 
production  of  goods  for  commerce. 
There  was  not  referred  to  the  committee 
the  wage  rate  fixed  for  the  gem  stone 
classification  of  the  industry  (23  F.R. 
4993),  which  had  reached  the  objective 
of  the  minimum  wage  prescribed  in 
paragraph  (1)  of  section  6(a)  of  the 
Act. 

Subsequent  to  an  investigation  and  a 
hearing  conducted  pursuant  to  the  no¬ 
tice,  the  committee  filed  with  the  admin¬ 
istrator  a  report  containing  its  findings 
of  fact  and  recommendations  with  re¬ 
spect  to  the  matters  referred  to  it. 

Accordingly,  as  authorized  and  re¬ 
quired  by  section  8  of  the  Fair  Labor 
Standards  Act  of  1938,  as  amended 
(52  Stat.  1064,  as  amended;  29  U.S.C. 
208) ,  Reorganization  Plan  No.  6  of  1950 
(64  Stat.  1263;  3  CFR,  1950  Supp.,  p. 
165),  General  Order  No.  46-A  (15  F.R. 
3290)  of  the  Secretary  of  Labor,  the 
recommendations  of  the  committee  are 
hereby  published  in  this  order  amend¬ 
ing  29  CFR  Part  616,  effective  June  27, 
1960,  to  read  as  follows: 

Sec. 

616.1  Definition. 

616.2  Wage  rates. 

616.3  Notices. 

Authority:  S S  616.1  to  616.3  Issued  un¬ 
der  sec.  8,  62  Stat.  1064,  as  amended;  29 
U.S.C.  208.  Interpret  or  apply  sec.  5,  52 
Stat.  1062,  as  amended;  29  U.S.C.  205;  sec. 
6,  52  Stat.  1062,  as  amended;  29  U.S.C.  206. 

§  616.1  Definition. 

The  button,  jewelry,  and  lapidary 
work  industry  in  Puerto  Rico,  to  which 
this  part  shall  apply,  is  defined  as  the 
manufacture  from  any  material  of  but¬ 
tons,  buckles,  jewelry  (including  rosa¬ 
ries)  ,  jewelry  findings  (including  beads) , 
and  hair  ornaments  and  accessories;  and 
the  processing  of  natural  or  synthetic 
stones  for  jewelry  or  industrial  use. 

§  616.2  Wage  rates. 

(a)  Wages  at  a  rate  of  not  less  than 
47  cents  an  hour  shall  be  paid  under 
section  6  of  the  Fair  Labor  Standards 
Act  of  1938  by  every  employer  to  each  of 
his  employees  in  the  button,  jewelry,  and 
lapidary  work  industry  in  Puerto  Rico, 
who  is  engaged  in  commerce  or  in  the 
production  of  goods  for  commerce  and 
who  is  engaged  in  the  rosary  and  native 


jewelry  classification  of  that  industry, 
which  is  defined  as  the  assembling  of 
rosaries  and  the  manufacture  of  novelty 
jewelry  from  materials  wholly  or  in 
major  part  of  local  origin  such  as  seeds, 
shells,  natural  libers,  and  similar  mate¬ 
rials. 

(b)  Wages  at  a  rate  of  not  less  than 
76  cents  an  hour  shall  be  paid  under 
section  6  of  the  Fair  Labor  Standards 
Act  of  1938  by  every  employer  to  each  of 
his  employees  in  the  button,  jewelry, 
and  lapidary  work  industry  in  Puerto 
Rico,  who  is  engaged  in  commerce  or 
in  the  production  of  goods  for  commerce 
and  who  is  engaged  in  the  hair  orna¬ 
ments  classification  of  that  industry 
which  is  defined  as  the  manufacture  of 
hair  ornaments  such  as  combs,  clips,  or 
barrettes  decorated  or  ornamented  with 
precious  metals  or  with  natural  or  im¬ 
itation  stones  or  pearls. 

(c)  Wages  at  a  rate  of  not  less  than 
72  cents  an  hour  shall  be  paid  under 
section  6  of  the  Fair  Labor  Standards 
Act  of  1938  by  every  employer  to  each  of 
his  employees  in  the  button,  jewelry, 
and  lapidary  work  industry  in  Puerto 
Rico,  who  is  engaged  in  commerce  or  in 
the  production  of  goods  for  commerce 
and  who  is  engaged  in  the  hair  acces¬ 
sories  classification  of  that  industry, 
which  is  defined  as  the  manufacture 
from  any  material  of  bobby  pins,  hair 
clips,  hair  curlers,  hair  wavers,  and  other 
hair  accessories,  and  the  manufacture 
of  hair  ornaments  other  than  those  dec¬ 
orated  or  ornamented  with  precious 
metals  or  with  natural  or  imitation 
stones  or  pearls. 

(d)  Wages  at  a  rate  of  not  less  than 
63  cents  an  hour  shall  be  paid  under  sec¬ 
tion  6  of  the  Fair  Labor  Standards  Act 
of  1938  by  every  employer  to  each  of  his 
employees  in  the  button,  Jewelry,  and 
lapidary  work  industry  in  Puerto  Rico, 
who  is  engaged  in  commerce  or  in  the 
production  of  goods  for  commerce  and 
who  is  engaged  in  the  button  and  buckle 
and  plastic  costume  jewelry  classifica¬ 
tion  of  that  industry,  which  is  defined 
as  the  manufacture  from  any  material 
of  buttons  and  buckles;  and  the  manu¬ 
facture  or  assembly  of  all  types  of  cos¬ 
tume  jewelry  and  jewelry  findings  made 
wholly  or  in  major  part  from  plastic  ma¬ 
terials,  and  including  the  pearlizing  of 
buttons,  beads,  and  costume  jewelry  and 
the  stringing  of  pearlized  beads. 

(e)  Wages  at  a  rate  of  not  less  than 
$1.00  an  hour  shall  be  paid  under  section 
6  of  the  Fair.  Labor  Standards  Act  of 
1938  by  every  employer  to  each  of  his 
employees  in  the  button,  jewelry,  and 
lapidary  work  industry  in  Puerto  Rico, 
who  is  engaged  in  commerce  or  in  the 
production  of  goods  for  commerce  and 
who  is  engaged  in  the  industrial  jewel 
and  precious  jewelry  classification  of 
that  industry,  which  is  defined  as  the 
sawing,  cutting,  grinding,  polishing,  and 
other  processing  of  natural  or  synthetic 
jewels  for  industrial  use,  ineluding,  but 
without  limitation,  jewel  bearings,  in¬ 
dustrial  diamonds,  and  the  processing  of 
precious  and  synthetic  stones  as  compo¬ 
nents  of  phonograph  needles  and  the 
attachment  of  such  jewels  to  metal 
phonograph  needle  components,  but  not 
including  the  production  of  such  metal 
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components;  and  the  manufacture  of 
jewelry  and  other  personal  ornaments 
from  precious  metals  with  or  without 
precious  stones. 

(f)  Wages  at  a  rate  of  not  less  than 
$1.00  an  hour  shall  be  paid  under  sec¬ 
tion  6  of  the  Pair  Labor  Standards  Act 
of  1938  by  every  employer  to  each  of 
his  employees  in  the  button,  jewelry, 
and  lapidary  work  industry  in  Puerto 
Rico  who  is  engaged  in  commerce  or  in 
the  production  of  goods  for  commerce 
and  who  is  engaged  in  the  gem  stone 
classification  of  that  industry,  which  is 
defined  as  the  sawing,  cutting,  grinding, 
polishing,  and  other  processing  of  gem 
diamonds,  other  precious  and  semi-pre¬ 
cious  stones,  and  synthetic  stones  used 
for  decorative  purposes. 

(g)  Wages  at  a  rate  of  not  less  than 
87  cents  an  hour  shall  be  paid  under 
section  6  of  the  Fair  Labor  Standards 
Act  of  1938  by  every  employer  to  each 
of  his  employees  in  the  button,  jewelry, 
and  lapidary  work  industry  in  Puerto 
Rico  who  is  engaged  in  commerce  or  in 
the  production  of  goods  for  commerce 
and  who  is  engaged  in  the  ’metal  expan¬ 
sion  watch  band  classification  of  that 
industry,  which  is  defined  as  the  fabri¬ 
cation  or  partial  fabrication  of  metal 
expansion  bands  or  expansion  bracelets 
for  watches  or  other  uses. 

(h)  Wages  at  a  rate  of  not  less  than 
67  cents  an  hour  shall  be  paid  under 
section  6  of  the  Fair  Labor  Standards 
Act  of  1938  by  every  employer  to  each  of 
his  employees  in  the  button.  jewelry,  and 
lapidary  work  industry  in  Puerto  Rico, 
who  is  engaged  in  commerce  or  in  the 
production  of  goods  for  commerce  and 
who  is  engaged  in  the  general  classifica¬ 
tion  of  that  industry,  which  is  defined 
as  the  manufacture  of  all  products  in¬ 
cluded  in  the  button,  jewelry,  and  lap¬ 
idary  work  industry  in  Puerto  Rico,  as 
defined  in  §  616.1,  except  those  products 
and  activities  included  in  the  rosary  and 
native  jewelry  classification,  the  hair 
ornaments  classification,  the  hair  acces¬ 
sories  classification,  the  button  and 
buckle  and  plastic  costume  jewelry 
classification,  the  industrial  jewel  and 
precious  jewelry  classification,  the  gem 
stone  classification,  and  the  metal  ex¬ 
pansion  watch  band  classification,  as 
those  classifications  are  defined  in  this 
section. 

§  616.3  Notices. 

Every  employer  subject  to  the  provi¬ 
sions  of  §  616.2  shall  post  in  a  conspic¬ 
uous  place  in  each  department  of  his 
establishment  where  employees  subject 
to  the  provisions  of  §  616.2  are  working 
such  notices  of  this  part  as  shall  be  pre¬ 
scribed  from  time  to  time  by  the  Admin¬ 
istrator  of  the  Wage  and  Hour  Division 
of  the  United  States  Department  of 
Labor,  and  shall  give  such  other  notice 
as  the  Administrator  may  prescribe. 

Signed  at  Washington,  D.C.,  this  7th 
day  of  June  1960. 

Clarence  T.  Ltjndquist, 
Administrator. 

[F.R.  Doc.  60-5352;  Filed,  June  10,  I960; 

8:50  a.m.J 


Title  16— COMMERCIAL 
PRACTICES 

Chapter  I — Federal  Trade  Commission 

[Docket  7399] 

PART  13— PROHIBITED  TRADE 
PRACTICES 

Allied  Merchandising,  Inc.,  et  al. 

Subpart — Advertising  falsely  or  mis¬ 
leadingly:  §  13.15  Business  status,  ad¬ 
vantages,  or  connections;  §  13.15-265 
Service;  §  13.60  Earnings  and  profits; 
§  13.115  Jobs  and  employment  service; 
§  13.185  Refunds,  repairs,  and  replace¬ 
ments;  §  13.225  Services.  Subpart — Of¬ 
fering  unfair,  improper  and  deceptive 
inducements  to  purchase  or  deal : 

§  13.1935  Earnings  and  profits;  §  13.1995 
Job  guarantee  and  employment; 
§  13.2040  Returns  and  reimbursements; 
§  13.2045  Sales  assistance. 

(Sec.  6,  38  Stat.  722;  15  U.S.C.  46.  Interpret 
or  apply  sec.  5,  38  Stat.  719,  as  amended;  15 
U.S.C.  45)  [Cease  and  desist  order,  Allied 
Merchandising,  Inc.,  et  al.,  University  City, 
Mo.,  Docket  7399,  April  18,  1960] 

In  the  Matter  of  Allied  Merchandising , 

Inc.,  a  Corporation,  and  Peter  A. 

Krane,  William  Dardick,  and  Vern  F. 

Hawkins.  Individually  and  as  Officers 

of  Said  Corporation 

This  proceeding  was  heard  by  a  hear¬ 
ing  examiner  on  the  complaint  of  the 
Commission  charging  cigarette  vending 
machine  distributors  in  University  City, 
Mo.,  with  making  in  advertising  decep¬ 
tive  employment  offers,  exaggerated 
earnings  claims,  false  assurances  of  as¬ 
sistance  and  other  misleading  represen¬ 
tations. 

After  trial  of  the  issues,  the  hearing 
examiner  made  his  initial  decision,  in¬ 
cluding  findings,  conclusions  and  order 
to  cease  and  desist,  which,  with  slight 
modification,  became  on  April  18  the 
decision  of  the  Commission. 

The  order  to  cease  and  desist  is  as 
follows: 

It  is  ordered.  That  respondents  Allied 
Merchandising,  Inc.,  a  corporation,  and 
its  officers,  Peter  A.  Krane,  individually 
and  as  an  officer  of  said  corporation,  and 
William  Dardick  and  Vern  F.  Hawkins, 
individually,  and  respondents’  agents, 
representatives  and  employees,  directly 
or  through  any  corporate  or  other  de¬ 
vice,  in  connection  with  the  offering  for 
sale,  sale,  or  distribution  of  machines 
and  other  devices  used  for  the  purpose 
of  vending  merchandise,  in  commerce, 
as  “commerce”  is  defined  in  the  Federal 
Trade  Commission  Act,  do  forthwith 
cease  and  desist  from  representing,  di¬ 
rectly  or  by  implication: 

1.  That  any  Offer  is  an  offer  of  em¬ 
ployment  when,  in  fact,  the  real  purpose 
is  to  obtain  purchasers  of  their  ma¬ 
chines,  or  other  devices. 

2.  That  an  established  route  of  oper¬ 
ating  machines  or  other  devices  is  of¬ 
fered  for  sale. 


3.  That  the  only  investment  required 
of  a  purchaser  is  that  needed  to  purchase 
an  inventory. 

4.  That  the  earnings  or  profits  derived 
from  the  operation  of  their  machines  or 
other  devices  are  any  amounts  in  excess 
of  those  which  have  been,  in  fact,  cus¬ 
tomarily  earned  by  operators  of  their 
machines  or  other  devices. 

5.  That  surveys  have  been  or  will  be 
made  by  respondents  to  determine  loca¬ 
tions  which  would  prove  profitable  for 
the  installation  of  such  machines  or 
other  devices. 

6.  That  profitable  locations  will  be 
secured  for  a  purchaser’s  machines  or 
other  devices. 

7.  That,  should  a  location  of  a  pur¬ 
chaser’s  machines  or  other  devices  prove 
to  be  unprofitable,  said  machines  or 
other  devices  will  be  relocated  by 
respondents. 

8.  That  no  selling  or  soliciting  is  re¬ 
quired  of  the  purchaser  in  the  operation 
of  such  machines  or  other  devices. 

9.  That  respondents  will  resell  or  re¬ 
purchase  the  machines  or  other  devices 
sold  by  them  in  the  event  the  purchaser 
becomes  dissatisfied  with  the  profit  de¬ 
rived  therefrom  and  requests  them  to  do 
so;  or  will  resell  or  repurchase  said  ma¬ 
chines  or  other  devices  for  any  other 
reason,  unless  such  is  the  fact. 

10.  That  respondents  make  arrange¬ 
ments  whereby  the  purchasers  of  their 
machines  or  other  devices  may  buy  mer¬ 
chandise  at  wholesale  prices. 

It  is  further  ordered.  That  the  com¬ 
plaint  be  and  it  is  hereby  dismissed  as  to 
William  Dardick  and  Vern  F.  Hawkins 
in  their  capacity  as  officers  of  respondent 
Allied  Merchandising,  Inc. 

By  “Decision  of  the  Commission”,  etc., 
report  of  compliance  was  required  as 
follows: 

It  is  further  ordered,  That  the  re¬ 
spondents  shall,  within  sixty  (60)  days 
after  service  upon  them  of  this  order, 
file  with  the  Commission  a  report,  in 
writing,  setting  forth  in  detail  the  man¬ 
ner  and  form  in  which  they  have  com¬ 
plied  with  the  order  to  cease  and  desist. 

Issued:  April  18, 1960. 

By  the  Commission. 

[seal]  Robert  M.  Parrish, 

Secretary. 

[F.R.  Doc.  60-5308;  Filed,  June  10,  1960; 

8:46  am.] 


[Docket  7651  C.O.] 

PART  13— prohibited  trade 

PRACTICES 

Bercut-Richards  Packing  Co.,  Inc. 

Subpart — Discriminating  in  price  un¬ 
der  Sec.  2,  Clayton  Act — Payment  for 
services  or  facilities  for  processing  or 
sale  under  2(d) :  §  13.824  Advertising 
expenses. 

(Sec.  6,  38  Stat.  722;  15  U.S.C.  46.  Interpret 
or  apply  sec.  2,  49  Stat.  1527;  15  Ufl.C.  13) 
[Cease  and  desist  order,  Bercut-Richards 
Packing  Co.,  Inc.,  Sacramento,  Calif.,  Docket 
7651,  April  27,  1960] 


Saturday,  June  11,  1960 
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This  proceeding  was  heard  by  a  hear¬ 
ing  examiner  on  the  complaint  of  the 
Commission  charging  a  Sacramento, 
Calif.,  canner  of  fruits,  vegetables  and 
juices — with  annual  sales  exceeding 
$12,000,000 — with  violating  Sec.  2(d)  of 
the  Clayton  Act  by  paying  favored  pur¬ 
chasers  advertising  allowances  which 
were  not  made  available  on  proportion¬ 
ally  equal  terms  to  all  their  competitors. 

Accepting  a  consent  agreement,  the 
hearing  examiner  made  his  initial  de¬ 
cision  and  order  to  cease  and  desist 
which  became  on  April  27  the  decision 
of  the  Commission. 

The  order  to  cease  and  desist  is  as 
follows: 

It  is  ordered.  That  respondent  Bercut- 
Richards  Packing  Company,  Inc.,  a  cor¬ 
poration,  its  officers,  employees,  agents 
and  representatives,  directly  or  through 
any  corporate  or  other  device,  in  or  in 
connection  with  the  sale  of  canned  food 
products  in  commerce,  as  “commerce*’  is 
defined  in  the  Clayton  Act,  as  amended, 
do  forthwith  cease  and  desist  from: 

Making,  or  contracting  to  make,  to, 
or  for  the  benefit  of,  any  customer  any 
payment  of  anything  of  value  as  com¬ 
pensation  or  in  consideration  for  any 
advertising  or  other  service  or  facilities 
furnished  by  or  through  such  customer, 
in  connection  with  the  handling,  offering 
for  resale,  or  resale,  of  products  sold  to 
him  by  respondent,  unless  such  payment 
Is  affirmatively  offered  or  otherwise  made 
available  to  all  competing  customers  on 
proportionally  equal  terms. 

By  “Decision  of  the  Commission”,  etc., 
report  of  compliance  was  required  as 
follows: 

It  is  ordered.  That  the  respondent 
herein  shall  within  sixty  (60)  days  after 
service  upon  it  of  this  order,  file  with, 
the  Commission  a  report  in  writing 
setting  forth  in  detail  the  manner  and 
form  in  which  it  has  complied  with  the 
order  to  cease  and  desist. 

Issued :  April  27, 1960. 

By  the  Commission. 

[seal]  Robert  M.  Parrish, 

Secretary. 

[PR.  Doc.  60-5309;  Piled,  June  10,  I960; 

8:46  ajn.] 


[Docket  7609  c.o.] 

PART  13 — PROHIBITED  TRADE 
PRACTICES 

Chatham  Research  Laboratories,  et  al. 

Subpart — Advertising  falsely  or  mis¬ 
leadingly:  §  13.135  Nature  of  product  or 
service.  Subpart — Neglecting,  unfairly 
or  deceptively,  to  make  material  dis¬ 
closure:  §  13.1870  Nature.  Subpart — 
Using  misleading  name,  §  13.2315  Nature. 

(Sec.  6,  38  Stat.  722;  15  U.S.O.  46.  Interpret 
or  apply  sec.  5,  38  Stat.  719,  as  amended;  16 
U.S.C.  45)  [Cease  and  desist  order,  Chatham 
Research  Laboratories,  et  al.,  San  Francisco, 
Calif.,  Docket  7609,  AprU  4.  1960] 


In  the  Matter  of  Carroll  F.  Chatham,  an 
Individual,  Trading  as  Chatham  Re¬ 
search  Laboratories;  Anglomex,  Inc.,  a 
Corporation,  and  Dan  E.  Mayers,  In¬ 
dividually  and  as  an  Officer  of  Said 
Corporation;  Ipekdjian,  Inc.,  a  Cor¬ 
poration,  and  Adorn  Ipekdjian,  and 
Georges  Ipekdjian,  Individually  and  as 
Officers  of  Said  Corporation;  Cultured 
Gem  Stones,  Inc.,  a  Corporation,  and 
Adorn  Ipekdjian,  and  Georges  Ipekd¬ 
jian,  Individually  and  as  Officers  of 
Said  Corporation 

This  proceeding  was  heard  by  a  hear¬ 
ing  examiner  on  the  complaint  of  the 
Commission  charging  a  San  Francisco 
manufacturer  of  synthetic  stones  having 
the  appearance  of  emeralds,  along  with 
the  New  York  City  wholesaler-distribu¬ 
tors  thereof,  with  representing  falsely 
in  advertising  that  said  “Chatham 
Emeralds’*  were  cultured,  natural  stones 
and  identical  to  natural  stones,  and  to 
cease  using  the  word  “emerald”  to  de¬ 
scribe  such  stones  unless  it  was  immedi¬ 
ately  preceded  by  “synthetic”  or  a 
similar  word. 

Accepting  a  consent  agreement,  the 
hearing  examiner  made  his  initial  deci¬ 
sion  and  order  to  cease  and  desist  which 
became  on  April  4  the  decision  of  the 
Commission. 

The  order  to  cease  and  desist  is  as 
follows: 

It  is  ordered.  That  respondents  Carroll 
F.  Chatham,  an  Individual,  trading  as 
Chatham  Research  Laboratories,  or 
under  any  other  name;  Anglomex,  Inc., 
a  corporation,  and  its  officers,  and  Dan 
E.  Mayers,  individually  and  as  an  officer 
of  said  corporation;  Ipekdjian,  Inc.,  a 
corporation,  and  its  officers,  and  Cultured 
Gem  Stones,  Inc.,  a  corporation,  and  its 
officers,  and  Adorn  Ipekdjian  and 
Georges  Ipekdjian,  individually  and  as 
officers  of  said  corporations,  and  re¬ 
spondents’  representatives,  agents  and 
employees,  directly  or  through  any  cor¬ 
porate  or  other  device,  in  connection 
with  the  manufacture  for  sale,  offering 
for  sale,  sale  and  distribution  of  stones 
now  known  as  Chatham  Emeralds  or 
Chatham  Cultured  Emeralds,  or  any 
other  manufactured  stone  having  es¬ 
sentially  the  same  optical,  physical  and 
chemical  properties,  or  any  other  manu¬ 
factured  stone  having  essentially  the 
same  optical,  physical  and  chemical 
properties  as  a  natural  stone,  in  com¬ 
merce,  as  “commerce”  is  defined  In  the 
Federal  Trade  Commission  Act,  do  forth¬ 
with  cease  and  desist  from: 

1.  Representing,  directly  or  by  impli¬ 
cation,  that  such  stones  have  been  cul¬ 
tured,  are  natural  stones,  or  are  identi¬ 
cal  to  natural  stones; 

2.  Using  the  word  “emerald”  or  the 
name  of  any  other  precious  or  semi¬ 
precious  stone  as  descriptive  of  such 
stones  unless  such  word  or  name  is  im¬ 
mediately  preceded,  with  equal  conspic- 
uity,  by  the  word  “synthetic”  or  by  some 
other  word  or  phrase  of  such  meaning  as 
clearly  to  disclose  the  nature  of  such 
product  and  the  fact  that  it  is  not  a 
natural  stone;  provided,  however,  that 
this  prohibition  shall  not  be  construed 


as  requiring  respondents  or  any  of  them 
to  disclose  the  method  or  process,  or  any 
part  thereof,  used  by  respondent 
Chatham  in  the  manufacture  of  his 
stones. 

By  “Decision  of  the  Commission”,  etc., 
report  of  compliance  was  required  as 
follows: 

It  is  ordered.  That  respondents  herein 
shall,  within  sixty  (60)  days  after  service 
upon  them  of  this  order,  file  with  the 
Commission  a  report  in  writing  setting 
forth  in  detail  the  manner  and  form  in 
which  they  have  complied  with  the  order 
to  cease  and  desist. 

Issued:  April  8, 1960. 

By  the  Commission. 

[seal]  Robert  M.  Parrish, 

Secretary. 

[FJt.  Doc.  60-5310;  Filed,  June  10,  I960; 

8:46  ajn.j 


[Docket  7682  c.o.] 

PART  1 3 — PROHIBITED  TRADE 
PRACTICES 

Edward  J.  Kasnicka  and  Master 
Designer 

Subpart — Advertising  falsely  or  mis¬ 
leadingly:  §  13.60  Earnings  and  profits; 
§  13.115  Jobs  and  employment  service; 
§  13.143  Opportunities;  8  13.170  Qual¬ 
ities  or  properties  of  product  or  service; 
§13.170-35  Educational ,  informative, 
training. 

(Sec.  6,  38  Stat.  722;  15  U.S.C.  46.  Interpret 
or  apply  sec.  5,  38  Stat.  719,  as  amended;  15 
U.S.C.  45)  [Cease  and  desist  order,  Edward 
J.  Kasnicka  t/a  Master  Designer,  Chicago,  Ill., 
Docket  7682,  April  27,  1960] 

The  complaint  in  this  proceeding 
charged  a  Chicago  seller  of  home  study 
books  on  clothes  designing  and  tailoring 
with  misrepresenting  that  employment 
opportunities,  increased  earnings  and 
other  benefits  would  be  afforded  pur¬ 
chasers  of  his  books,  that  he  had  author¬ 
ity  to  award  the  diplomas  he  sold  for  a 
consideration,  and  that  they  would  as¬ 
sure  holders  of  better-paying  positions, 
etc. 

Accepting  an  agreement  for  a  consent 
order,  the  hearing  examiner  made  his 
initial  decision  and  order  to  cease  and 
desist  which  became  on  April  27,  the 
decision  of  the  Commission. 

The  order  to  cease  and  desist  is  as 
follows : 

It  is  ordered.  That  respondent  Edward 
J.  Kasnicka,  individually  and  doing 
business  under  the  name  of  Master  De¬ 
signers,  or  under  any  other  name,  and 
respondent’s  representatives,  agents 
and  employees,  directly  or  through  any 
corporate  or  other  device,  in  connection 
with  offering  for  sale,  sale  and  distribu¬ 
tion  in  commerce,  as  “commerce”  is  de¬ 
fined  in  the  Federal  Trade  Commission 
Act,  of  home  study  books  designated  as 
“Modern  Garment  Design  and  Grading 
Clothing  for  Men  b  Boys”,  “Modern 
Method  of  Women  b  Children’s  Garment 
Design”  and  “Modem  Custom  Tailoring 


RULES  AND  REGULATIONS 


[Docket  7740  c.o.] 

PART  1 3 — PROHIBITED  TRADE 
PRACTICES 

Miller  Laboratories  et  al. 

'  Subpart — Advertising  falsely  or  mis¬ 
leadingly:  §  13.20  Comparative  data  or 
merits;  §  13.70  Fictitious  or  misleading 
guarantees;  §  13.170  Qualities  or  proper¬ 
ties  of  product  or  service;  §  13.170-22 
Corrective,  orthopedic,  etc. 

(Sec.  6,  38  Stat.  722;  15  U.S.C.  46.  Interpret 
or  apply  sec.  5,  38  Stat.  719,  as  amended;  15 
UJS.C.  45)  [Cease  and  desist  order.  Miller 
Laboratories  (Fred  B.  Miller  et  al.  t/a), 
Hagerstown,  Md.,  Docket  7740,  April  14,  I960) 

In  the  Matter  of  Fred  B.  Miller  and 

Robert  H.  Miller,  Individuals  and 

Partners,  Trading  as  Miller  Labora¬ 
tories  and  as  Fred  B.  Miller 

This  proceeding  was  heard  by  a  hear¬ 
ing  examiner  on  the  complaint  of  the 
Commission  charging  distributors  in 
Hagerstown,  Md.,  with  representing 
falsely  in  advertisments  in  newspapers 
and  magazines  and  otherwise  that  their 
“Miller  Truss”  would  bring  permanent 
relief  from  ruptures,  was  custom  fitted, 
was  more  effective  than  competitive 
products,  was  guaranteed  to  control  rup¬ 
tures  100  percent,  etc. 

Following  acceptance  of  a  consent 
agreement,  the  hearing  examiner  made 
his  initial  decision  and  order  to  cease 
and  desist  which  became  on  April  14  the 
decision  of  the  Commission. 

The  order  to  cease  and  desist  is  as 
follows: 

It  is  ordered.  That  respondents  Fred 
B.  Miller  and  Robert  H.  Miller,  individ¬ 
ually  or  as  partners  trading  as  Miller 
Laboratories  or  Fred  B.  Miller,  or  under 
any  other  trade  name  or  names,  and 
respondents’  representatives,  agents  and 
employees,  directly  or  through  any  cor¬ 
porate  or  other  device,  in  connection 
with  the  offering  for  sale,  sale  or  distri¬ 
bution  of  devices  designated  as  Miller 
Truss,  or  any  other  product  or  device 
of  substantially  similar  construction  or 
design,  whether  sold  under  the  same 
name  or  any  other  name  or  names,  do 
forthwith  cease  and  desist  from: 

1.  Disseminating  or  causing  to  be  dis¬ 
seminated  any  advertisement  by  means 
of  the  United  States  'mails  or  by  any 
means  in  commerce,  as  “commerce”  is 
defined  in  the  Federal  Trade  Commis¬ 
sion  Act,  which  advertisement  repre¬ 
sents,  directly  or  by  implication: 

(a)  That  the  use  of  respondents’  de¬ 
vices  gives  lasting  relief  unless  limited 
to  the  period  of  time  in  which  the  device 
is  actually  worn; 

(b)  That  the  use  of  respondents’  de¬ 
vices  gives  permanent  relief  or  ends 
suffering; 

(c)  That  respondents’  devices  are  cus¬ 
tom  fitted  or  in  all  cases  are  the  correct 
truss; 

(d)  That  respondents’  devices  will  af¬ 
ford  results  that  are  different  from  those 
afforded  by  all  other  trusses; 

(e)  That  respondents’  devices  are  na¬ 
ture’s  way  of  closing  or  decreasing  the 


for  Men”,  or  any  other  books  of  whatever  In  the  Matter  of  Lasky  Enterprises,  Inc., 
names  containing  substantially  the  same  a  Corporation,  and  M.  B.  Lasky,  S.  H. 
subject  matter,  do  forthwith  cease  and  Jacobson,  Ben  Schapiro,  and  Harry 
desist  from  representing,  directly  or  by  Lasky,  Individually  and  as  Officers  of 
implication,  that:  Said  Corporation 

l-  Respondent  has  the  authority  to  ^  nm„Unt  ta  thls  proceeding 

award  diplomas.  charged  furniture  and  electrical  appli- 

2.  Respondents  ance  dealers  in  St.  Louis,  Mo.,  with 

nized  by  employers,  tailois  or  any  other  representing  falsely  in  advertising  in 

m  the  put)lic'  f  .  newspapers,  etc. — through  use  of  such 

3.  The  possession  of  on  I Respond-  statements  ^  .-Telephone  Lounger-Reg.  - 
ent  s  diplomas  will  be  i^ful  or  helpful  3959 .  34  88  $219.95— R  efrigerator 
in  finding  employment  or  influence  the  $158»_that  the  flrst  figure,  often  follow- 
PU*blin  ^  patr0Iuze  toe  holders  business  ing  ..Reg  „  was  the  usual  price  for  the 

“^Respondent's  diplomas  will  assure 

persons  of  ^r^^sitionsorjobs  " 

or  increase  their  incomes  or  prestige.  After  the  usual  trial  proceedings,  the 

i  nt  nri  3  *  th  e  hearing  examiner  made  his  initial  deci- 

lent  to  a  classroom  study  course  on  the  sion  and  order  cease  and  desist  which 

rocnnn became  on  April  27  the  decision  of  the 

6.  Persons,  after  studying  respond- 

ent’s  books,  will  thereby  be  competent  The  order  to  cease  and  desist  is  as 
or  able  to  perform  the  functions,  acts.  f  “J*  .oraer  10  cease  and  deslst  “  “ 
and  duties  of  skilled  craftsmen  in  draft-  °  W5‘ 

ing.  grading,  cutting  or  tailoring,  or  will  It  is  ordered.  That  the  respondents, 
be  so  recognized  as  such  craftsmen  by  Lasky  Enterprises  Inc.,  a  corporation, 
the  trade.  and  its  officers,  and  M.  B.  Lasky,  S.  H. 

7.  Persons  who  study  respondent’s  Jacobson,  Ben  Schapiro  and  Harry 
books  will  for  this  reason  be  employed  Lasky,  individually  and  as  officers  of  said 
by  the  garment  industry  or  tailors  as  corporation,  and  respondents’  represent- 
drafters,  graders,  cutters  or  tailors.  atives,  agents  and  employees,  directly  or 

8.  Persons-  who  study  respondent’s  through  any  corporate  or  other  device, 

books  are  assured  of  success  or  better  in  connection  with  the  offering  for  sale, 
pay  in  the  garment  industry  or  tailoring  sale  and  distribution  in  commerce,  as 
business.  “commerce”  is  defined  in  the  Federal 

—  Trade  Commission  Act,  of  furniture  and 

By  Decision  of  the  Commission  etc.,  eIectrlcal  appUanceSi  or  w  other  mer_ 

Enows-  COmP“anCe  Was  re<1Ulred  “  chandise,  do  forthwith  cease  and  desist 
ionows.  _  from  representing,  directly  or  by  impli¬ 

cation: 

1.  That  any  amount  is  the  regular  and 
usual  price  of  respondents’  merchandise, 
when  such  amount  is  in  excess  of  the 
amount  at  which  such  merchandise  is 
usually  and  customarily  sold  by  respond¬ 
ents  in  the  trade  area  where  the  repre¬ 
sentation  is  made. 

2.  That  any  savings  are  afforded 
through  the  purchase  of  respondents’ 
merchandise,  unless  the  price  at  which 
such  merchandise  is  offered  constitutes 
a  reduction  from  the  price  at  which  such 
merchandise  has  been  regularly  and 
customarily  sold  by  respondents  in  the 
recent  normal  course  of  their  business. 

By  “Decision  of  the  Commission”,  etc., 
report  of  compliance  was  required  as 
follows: 

It  is  ordered.  That  respondents  herein 
shall,  within  sixty  (60)  days  after  service 
upon  them  of  this  order,  file  with  the 
Commission  a  report  in  writing  setting 
forth  in  detail  the  manner  and  form  in 
which  they  have  complied  with  the 
order  to  cease  and  desist. 

Issued:  April  27,  1960. 

By  the  Commission. 

[seal]  Robert  M.  Parrish, 

Secretary . 

(FJt.  Doe.  60-5312;  Plied.  June  10,  I960; 
8:46  am.] 


[Docket  7408] 

PART  13— PROHIBITED  TRADE 
PRACTICES 

Lasky  Enterprises,  Inc.,  et  al. 

Subpart — Advertising  falsely  or  mis¬ 
leadingly:  §  13.155  Prices;  $  13.155-40 
Exaggerated  as  regular  and  customary; 
§  13.155-45  Fictitious  marking.  Sub¬ 
part — Misrepresenting  oneself  and 
goods — Prices:  §  13.1805  Exaggerated  as 
regular  ayd  customary;  §  13.1810  Ficti¬ 
tious  marking. 

(Sec.  6,  38  Stat.  722;  15  U.S.C.  46.  Interpret 
or  apply  sec.  5,  38  Stat.  719,  as  amended; 
15  U.S.C.  45)  [Cease  and  desist  order,  Lasky 
Enterprises,  Inc.,  et  al.,  St.  Louis,  Mo.,  Docket 
7408,  April  27, 1960] 
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size  of  hernial  openings,  or  are  nature’s 
way  of  holding  hernias; 

(f)  That  respondents’  devices  will  heal, 
cure  or  decrease  the  size  of  hernial 
openings; 

(g)  That  the  use  of  respondents’  de¬ 
vices  will  aid  blood  circulation  or 
strengthen  the  muscle; 

(h)  That  respondents’  devices  will  re¬ 
tain  or  hold  all  ruptures  or  hernias,  or 
control  ruptures  100  percent; 

(i)  That  respondents’  devices  are 
guaranteed,  unless  the  nature  and  ex¬ 
tent  of  the  guarantee  and  the  manner 
of  performance  thereunder  are  clearly 
and  conspicuously  disclosed  in  connec¬ 
tion  with  the  representation  of  the 
guarantee; 

2.  Disseminating  or  causing  to  be  dis¬ 
seminated  any  advertisement  by  any 
means  for  the  purpose  of  inducing  or 
which  is  likely  to  induce,  directly  or  in¬ 
directly,  the  purchase  in  commerce,  as 
“commerce”  is  defined  in  the  Federal 
Trade  Commission  Act,  of  said  devices, 
which  advertisement  contains  any  of  the 
representations  prohibited  in  Paragraph 
1  hereof. 

By  “Decision  of  the  Commission”,  etc., 
report  of  compliance  was  required  as 
follows; 

It  is  ordered,  That  respondents  Fred  B. 
Miller  and  Robert  H.  Miller,  individuals 
and  partners,  trading  as  Miller  Labora¬ 
tories  and  as  Fred  B.  Miller,  shall,  within 
sixty  (60)  days  after  service  upon  them 
of  this  order,  file  with  the  Commission 
a  report  in  writing,  setting  forth  in  de¬ 
tail  the  manner  and  form  in  which  they 
have  complied  with  the  order  to  cease 
and  desist. 

Issued:  April  14, 1960. 

By  the  Commission. 

[seal]  Robert  M.  Parrish, 

Secretary . 

[F.R.  Doc.  60-5313;  Filed.  June  10,  1960; 

8:46  a.m.) 


(Docket  7680  c.o.] 

PART  13— -PROHIBITED  TRADE 
PRACTICES 

Morrison  Knitwear  Co.,  Inc.,  et  al. 

Subpart — Advertising  falsely  or  mis¬ 
leadingly:  §  13.170  Qualities  or  proper¬ 
ties  of  product  or  service:  §  13.170-30 
Durability.  Subpart — Furnishing  means 
and  instrumentalities  of  misrepresenta¬ 
tion  or  deception:  §  13.1055  Furnishing 
means  and  instrumentalities  of  misrep¬ 
resentation  or  deception. 

(Sec.  6,  38  Stat.  722;  15  U.S.C.  46.  Interpret 
or  apply  sec.  5,  38  Stat.  719,  as  amended;  15 
U.S.C.  45)  [Cease  and  desist  order,  Morrison 
Knitwear  Co.,  Inc.,  et  al.,  New  York,  N.Y., 
Docket  7680,  April  14,  1960] 

In  the  Matter  of  Morrison  Knitwear 
Company,  Inc.,  a  Corporation,  and 
Morris  Rosen,  Max  Jaffe,  Harold  Ros¬ 
en,  and  Hannah  Rosen  Individually 
and  as  Officers  of  Said  Corporation 

The  complaint  in  this  proceeding 
charged  New  York  City  distributors  with 
representing  falsely — by  advertisements 
in  magazines,  display  cards  supplied  to 

No.  114 - 2 


sellers,  attached  tags  or  labels  and  other¬ 
wise — that  their  orlon  sweaters  would 
not  “pill”  (fuzz  up  in  balls) . 

Accepting  a  consent  agreement,  the 
hearing  examiner  made  his  initial  deci¬ 
sion  and  order  to  cease  and  desist  which 
became  on  April  14  the  decision  of  the 
Commission. 

The  order  to  cease  and  desist  is  as 
follows: 

It  is  ordered.  That  respondents  Mor¬ 
rison  Knitwear  Company,  Inc.,  a  cor¬ 
poration,  and  its  officers,  and  Morris 
Rosen,  Max  Jaffe,  Harold  Rosen  and 
Hannah  Rosen,  individually  and  as  offi¬ 
cers  of  said  corporation,  and  respond¬ 
ents’  agents,  representatives  and  em¬ 
ployees,  directly  or  through  any  cor¬ 
porate  or  other  device,  in  connection 
with  the  offering  for  sale,  sale  and  distri¬ 
bution  of  women’s  orlon  sweaters  (or 
any  other  product  made  of  orlon)  in 
commerce,  as  “commerce”  is  defined  in 
the  Federal  Trade  Commission  Act,  do 
forthwith  cease  and  desist  from: 

Representing,  directly  or  by  implica¬ 
tion,  that  said  products  will  not  pill. 

It  is  ordered.  That  respondents  herein 
shall,  within  sixty  (60)  days  after  service 
upon  them  of  this  order,  file  with  the 
Commission  a  report  in  writing  setting 
forth  in  detail  the  manner  and  form  in 
which  they  have  complied  with  the  order 
to  cease  and  desist. 

Issued:  April  14, 1960. 

By  the  Commission. 

[seal]  Robert  M.  Parrish, 

Secretary. 

(F.R.  Doc.  60-5314;  Filed,  June  10,  1960; 

8:46  a.m.) 


(Docket  7450  c.o.-o.] 

PART  13— PROHIBITED  TRADE 
PRACTICES 

J.  R.  Prentice  et  al. 

Subpart — Cutting  off  access  to  cus¬ 
tomers:  §  13.537 1  Contracts  restricting 
employees’  rights  to  work  for  self  or 
competitor. 

(Sec.  6,  38  Stat.  722;  15  U.S.C.  46.  Inter¬ 
prets  or  applies  sec.  3,  38  Stat.  731;  15  U.S.C. 
14)  [Cease  and  desist  order,  J.  R.  Prentice 
d/b/a  American  Breeders  Service,  et  al., 
Chicago,  Ill.,  Docket  7450,  April  18.  I960] 

In  the  Matter  of  J.  R.  Prentice,  Individ¬ 
ually  and  Doing  Business  as  American 
Breeders  Service,  Ozark  Proved  Sire 
Service  Company,  a  Corporation,  and 
Don  L.  Hoyt,  Individually  and  as 
President  of  Ozark  Proved  Sire  Serv¬ 
ice  Company 

This  proceeding  was  heard  by  a  hear¬ 
ing  examiner  on  the  complaint  of  the 
Commission  charging  a  major  supplier 
of  bull  semen  used  in  artificially  insemi¬ 
nating  dairy  cows  with  requiring  that 
technicians  employed  by  him  refrain 
from  working  for  themselves  or  a  com¬ 
petitor  in  a  bull  semen  business  for  a 
period  of  two  years  after  termination 
of  their  contract. 

Accepting  a  consent  agreement,  the 
hearing  examiner  made  his  initial  de- 


1  New. 


cision  and  order  to  cease  and  desist 
which  became  on  April  18  the  decision 
of  the  Commission. 

The  order  to  cease  and  desist  includ¬ 
ing  order  requiring  compliance  is  as 
follows: 

It  is  ordered.  That  respondent  J.  R. 
Prentice,  directly  or  indirectly,  in  the 
course  and  conduct  of  a  bull  semen  busi¬ 
ness  conducted  under  the  American 
Breeders  Service,  or  any  other  name,  do 
forthwith  cease  and  desist  from  pro¬ 
viding  by  contract,  agreement,  or  under¬ 
standing  that  technicians  employed  by 
him  shall  refrain  from  working  for 
themselves  or  a  competitor  in  a  bull 
semen  business  for  a  period  longer  than 
permitted  by  the  law  of  the  State  in¬ 
volved  and  in  no  event  for  a  period  in 
excess  of  one  year  after  termination  of 
their  employment  with  him. 

It  is  further  ordered.  That  the  com¬ 
plaint  herein  is  dismissed  as  to  respond¬ 
ents  Don  L.  Hoyt  and  Ozark  Proved  Sire 
Service  Company. 

It  is  further  ordered.  That  Count  I  of 
the  complaint  herein  is  dismissed. 

It  is  further  ordered.  That  Count  n  of 
the  complaint  herein  is  dismissed  as  to 
J.  R.  Prentice  except  for  that  portion 
thereof  concerning  the  employment  of 
technicians  which  is  provided  for  in  this 
order. 

It  is  further  ordered,  That  respondent 
J.  R.  Prentice  shall,  within  sixty  (60) 
days  after  service  upon  him  of  this  order, 
file  with  the  Commission  a  report,  in 
writing,  setting  forth  in  detail  the  man¬ 
ner  and  form  in  which  he  has  complied 
with  the  order  to  cease  and  desist. 

Issued:  April  18,  1960. 

By  the  Commission. 

[seal]  Robert  M.  Parrish, 

Secretary. 

| F.R.  Doc.  60-5315;  Filed,  June  10,  I960; 

8:47  ajn.] 

[Docket  7664  c.o.] 

PART  13— PROHIBITED  TRADE 
PRACTICES 

Wellesley  Dress  Shop,  Inc.,  et  al. 

Subpart — Advertising  falsely  or  mis¬ 
leadingly:  §  13.155  Prices:  §  13.155-15 
Comparative.  Subpart — Concealing,  ob¬ 
literating  or  removing  law  required  and 
informative  marking:  §  13.512  Fur  Prod¬ 
ucts  tags  or  identification.  Subpart— 
Invoicing  products  falsely:  §  13.1108  In¬ 
voicing  products  falsely ;  §  13.1108-45  Fur 
Products  Labeling  Act.  Subpart — Mis¬ 
branding  or  mislabeling:  §  13.1185  Com¬ 
position:  §  13.1185-30  Fur  Products  La¬ 
beling  Act :  §  13.1212  Formal  regulatory 
and  statutory  requirements ;  §  13.1212-30 
Fur  Products  Labeling  Act.  Subpart — 
Misrepresenting  oneself  and  goods- 
Prices:  8  13.1785  Comparative.  Sub¬ 
part — Neglecting,  unfairly  or  deceptively, 
to  make  material  disclosure:  §  13.1845 
Composition ;  8  13.1845-30  Far  Products 
Labeling  Act;  8  13.1852  Formal  regula¬ 
tory  and  statutory  requirements : 
8  13.1852-30  Far  Products  Labeling  Act. 

(Sec.  6,  38  Stat.  722;  15  U.S.C.  46.  Interpret 
or  apply  sec.  5,  38  Stat.  719,  as  amended;  sec. 
8,  65  Stat.  719;  15  U.S.C.  45,  69f)  ICease  and 
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desist  order.  Wellesley  Dress  Shop.  Inc.,  et  si.. 
Niagara  Palls,  N.Y,  Docket  7664,  April  2T, 

1960] 

In  the  Matter  of  Wellesley  Dress  Shop, 

Inc.,  a  Corporation,  and  Harold  Kirtz 

and  Donald  King,  Individually  and  as 

Officers  of  Said  Corporation 

This  proceeding  was  heard  by  a  hear¬ 
ing  examiner  on  the  complaint  of  the 
Commission  charging  a  furrier  in  Niag¬ 
ara  Falls,  N.Y.,  with  violating  the  Fur 
Products  Labeling  Act  by  multilating 
labels  on  fur  products  prior  to  ultimate 
delivery;  by  setting  forth  on  labels  the 
name  of  an  animal  other  than  that  pro¬ 
ducing  certain  fur,  and  failing  to  set 
forth  such  terms  as  “Dyed  Broadtail- 
processed  Lamb”;  by  advertising  com¬ 
parative  prices  as  “were”  prices  without 
designating  the  time  when  they  were  in 
effect  and  failing  to  keep  adequate  rec¬ 
ords  as  a  basis  therefor;  and  by  failing 
in  other  respects  to  comply  with  label¬ 
ing  and  invoicing  requirements,  „ 

Following  acceptance  of  a  consent 
agreement,  the  hearing  examiner  made 
his  initial  decision  and  order  to  cease 
and  desist  which  became  on  April  27  the 
decision  of  the  Commission. 

The  order  to  cease  and  desist  is  as 
follows: 

It  is  ordered,  That  respondents  Wel¬ 
lesley  Dress  Shop,  Inc.,  a  corporation, 
and  its  officers  and  Harold  Kirtz  and 
Donald  King,  individually  and  as  officers 
oi  said  corporation,  and  respondents’ 
representatives,  agents  and  employees, 
directly  or  through  any  corporate  or 
other  device,  in  connection  with  the  in¬ 
troduction  into  commerce,  or  the  sale, 
advertising,  or  offering  for  sale  in  com¬ 
merce,  or  the  transportation  or  distri¬ 
bution  in  commerce  of  fur  products,  or 
in  connection  with  the  sale,  advertising, 
offering  for  sale,  transportation,  or  dis¬ 
tribution  of  fur  products  which  are  made 
in  whole  or  in  part  of  fur  which  has  been 
shipped  and  received  in  commerce,  as 
“commerce”,  “fur”  and  “fur  product”  are 
defined  in  the  Fur  Products  Labeling 
Act,  do  forthwith  cease  and  desist  from : 

A.  Misbranding  fur  products  by: 

1.  Failing  to  affix  labels  to  fur  prod¬ 
ucts  showing  in  words  and  figures  plainly 
legible  all  of  the  information  required 
to  be  disclosed  by  each  of  the  subsections 
of  section  4(2)  of  the  Fur  Products 
Labeling  Act. 

2.  Setting  forth  on  labels  affixed  to  fur 
products  the  name  or  names  of  any  ani¬ 
mal  or  animals  other  than  the  name  or 
names  provided  for  in  section  4(2)  (A)  of 
the  Fur  Products  Labeling  Act. 

3.  Setting  forth  on  labels  affixed  to  fur 
products: 

(a)  Information  required  under  sec¬ 
tion  4  of  the  Fur  Products  Labeling  Act 
and  the  rules  and  regulations  pro¬ 
mulgated  thereunder  in  abbreviated 
form. 

(b)  Information  required  under  sec¬ 
tion  4(2)  of  the  Fur  Products  Labeling 
Act  and  the  Rules  and  Regulations  pro¬ 


mulgated  thereunder  mingled  with  n on- 
required  information. 

(c)  Information  required  under  sec¬ 
tion  4(2)  of  the  Fur  Products  Labeling 
Act  and  the  rules  and  regulations  pro¬ 
mulgated  thereunder  in  handwriting. 

4.  Failing  to  set  forth  the  term  “Dyed 
Broadtail-processed  Lamb”  in  the  man¬ 
ner  required  by  Rule  10  of  said  rules  and 
regulations. 

5.  Affixing  to  fur  products  labels  that 
do  not  comply  with  the  minimum  size 
requirements  of  one  and  three-quarter 
inches  by  two  and  three-quarter  inches. 

6.  Failing  to  set  forth  on  labels  the 
item  number  or  mark  assigned  to  a  fur 
product. 

B.  Mutilating,  or  causing  or  partici¬ 
pating  in  the  mutilation  of,  prior  to  the 
time  any  fur  product  is  sold  and  de¬ 
livered  to  the  ultimate  consumer,  any 
label  required  by  the  Fur  Products 
Labeling  Act  to  be  affixed  to  such  fur 
product. 

C.  Falsely  or  deceptively  invoicing  fur 
products  by: 

1.  Failing  to  furnish  to  purchasers  of 
fur  products  an  invoice  showing  all  the 
information  required  to  be  disclosed  by 
each  of  the  subsections  of  section  5(b) 
(1)  of  the  Fur  Products  Labeling  Act. 

2.  Setting  forth  on  invoices  pertain¬ 
ing  to  fur  products  information  required 
under  section  5(b)  (1)  of  the  Fur  Prod¬ 
ucts  Labeling  Act,  and  the  rules  and  reg¬ 
ulations  promulgated  thereunder  in  ab¬ 
breviated  form. 

D.  Falsely  or  deceptively  advertising 
fur  products  through  the  use  of  any  ad¬ 
vertisement,  representation,  public  an¬ 
nouncement,  or  notice  which  is  intended 
to  aid,  promote,  or  assist,  directly  or  in¬ 
directly,  in  the  sale  or  offering  for  sale 

•  of  fur  products,  and  which: 

1.  Sets  forth  “were”  prices  or  former 
prices  without  designating  the  time  of 
such  “were”  prices  or  former  prices. 

2.  Misrepresents  in  any  manner  the 
savings  available  to  purchasers  of  re¬ 
spondents’  fur  products. 

E.  Making  claims  or  representations 
in  advertisements  respecting  prices  or 
values  of  fur  products  unless  there  are 
maintained  by  respondents  full  and  ade¬ 
quate  records  disclosing  the  facts  upon 
which  such  claims  and  representations 
are  based. 

By  “Decision  of  the  Commission”,  etc., 
report  of  compliance  was  required  as 
follows: 

It  is  ordered.  That  the  respondents 
herein  shall  within  sixty  (60)  days  after 
service  upon  them  of  this  order,  file 
with  the  Commission  a  report  in  writ¬ 
ing  setting  forth  in  detail  the  manner 
and  form  in  which  they  have  complied 
with  the  order  to  cease  and  desist. 

Issued:  April  27,  1960. 

By  the  Commission. 

tsxAL]  •  Robert  M.  Parrish, 

Secretary. 

(FJEl.  Doc  60-5316;  Filed  June  10.  1960; 

8:47  am.] 


Title  19— CUSTOMS  DUTIES 

Chapter  I — Bureau  of  Customs, 
Department  of  the  Treasury 

[T.D.  55149] 

PART  1 6 — LIQUIDATION  OF  DUTIES 
Conversion  of  Currency 

The  Philippine  Islands,  designated  in 
T.D.  54328,  effective  commencing  April 
1,  1957,  as  a  country  whose  currency 
shall  be  subject  to  conversion  for  cus¬ 
toms  purposes  in  accordance  with  ap¬ 
plicable  law  and  regulations  at  the  rate 
first  certified  by  the  Federal  Reserve 
Bank  of  New  York  for  a  day  within  each 
calendar  quarter,  is  hereby  removed 
from  the  list  of  such  countries,  pursuant 
to  section  522(c)(1)(B)  of  the  Tariff 
Act  of  1930,  as  amended  (31  UJS.C.  372 
(C)(1)(B)). 

The  list  of  quarterly-rate  countries 
set  forth  at  the  end  of  paragraph  (d)  of 
S  16.4  of  the  Customs  Regulations  (19 
CFR  16.4(d))  therefore  is  amended  by 
deleting  Philippine  Islands,  effective  on 
the  date  of  publication  of  this  Treasury 
decision  in  the  Federal  Register. 

Publication  of  notice  and  public  pro¬ 
cedure  under  section  4  of  the  Adminis¬ 
trative  Procedure  Act  (5  U.S.C.  1003)  is 
found  to  be  impracticable  because  it  is 
imperative  in  the  proper  administration 
of  the  above-mentioned  provision  of  the 
Tariff  Act  of  1930,  as  amended,  that  this 
Treasury  decision  be  put  into  effect  with¬ 
out  delay.  This  urgency  is  also  found  to 
be  good  cause  for  not  deferring  the  ef¬ 
fective  date  pursuant  to  section  4(c)  of 
the  Administrative  Procedure  Act. 

(R.S.  251,  secs.  522,  624,  46  Stat.  379.  as 
amended,  759;  19  UJS.C.  66,  1624,  31  UJ3.C. 
372) 

The  Federal  Reserve  Bank  of  New 
York  suspended  certification  of  rates  for 
the  Philippine  Islands  peso  effective 
April  25,  1960.  The  Bank  has  decided 
not  to  resume  certification  on  a  daily 
basis.  The  Bank,  should  circumstances 
permit,  intends  to  comply  with  such 
specific  requests  as  become  necessary  for 
the  Customs  Information  Exchange  to 
make  for  certification  of  the  appropriate 
rate  or  rates  of  exchange  for  the  specific 
dates  requested. 

Instructions  will  be  issued  as  soon  as 
practicable  with  respect  to  the  rate  or 
rates  applicable  for  customs  purposes  as 
to  exportations  occurring  on  dates  on  and 
after  April  25,  1960,  and  prior  to  the 
effective  date  of  this  Treasury  decision. 

[seal]  J.  B.  Strubinger, 

Acting  Commissioner  of  Customs. 

Approved:  June  6, 1960. 

A.  Gilmore  Flues, 

Acting  Secretary  of  the  Treasury. 

[F.R.  Doc.  60-5341;  Filed,  June  10,  1960; 

8:49  km.] 
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Title  41— PUBLIC  CONTRACTS 

Chapter  I — Federal  Procurement 
Regulations 

MISCELLANEOUS  AMENDMENtS  TO 
CHAPTER 

Chapter  1  of  Title  41  is  amended  as 
set  forth  below: 

PART  1-1— GENERAL 

1.  A  new  Subpart  1-1.10  is  added,  as 
follows: 

Subpart  1—1.10 — Publicizing  Procurement  Actions 

Sec. 

1-1.1001  General  policy. 

1-1.1002  Availability  of  Invitations  for 

bids-  and  requests  for  propos¬ 
als. 

1-1.1003  Synopses  of  proposed  procure¬ 
ments. 

1-1.1003-1  Department  of  Commerce  Syn¬ 
opsis. 

1-1.1003-2  General  requirements. 

1-1.1003-3  Research  and  development. 
1-1.1003-4  Synopses  of  subcontract  oppor¬ 
tunities. 

1-1.1003-5  Pre-invitation  notices. 

1-1.1003-6  Time  of  jflRbllcizing. 

1-1.1003-7  Preparation  and  transmittal. 
1-1.1004  Synopses  of  contract  awards. 
1-1.1004-1  Preparation  and  transmittal. 

Authority:  S§  1-1.1001  to  1-1.1004-1  is¬ 
sued  under  sec.  205(c),  63  Stat.  390;  40 
U.S.C.  486(c). 

Subpart  1-1.10 — Publicizing 
Procurement  Actions 

§1—1.1001  General  policy. 

Proposed  procurements  which  offer 
competitive  opportunities  for  prospective 
prime  contractors  or  subcontractors 
shall  be  publicized  as  prescribed  in  this 
Subpart  1-1.10,  to  increase  competition, 
thus  assisting  small  business  and  labor 
surplus  area  concerns  and  broadening 
industry  participation  in  Government 
procurement  programs. 

§  1—1.1002  Availability  of  invitations  for 
bids  and  requests  for  proposals. 

A  reasonable  number  of  copies  of  each 
Invitation  for  bids  and  requests  for  pro¬ 
posals  publicized  in  the  Department  of 
Commerce  Synopsis,  including  specifica¬ 
tions  and  other  pertinent  information, 
shall  be  maintained  by  the  issuing  office. 
To  the  extent  such  unclassified  invita¬ 
tions  for  bids  and  requests  for  proposals 
are  available,  they  shall  be  provided  to 
manufacturers,  construction  contrac¬ 
tors,  and  regular  dealers  and  to  others 
having  a  legitimate  interest  therein, 
such  as  publishers,  trade  associations, 
procurement  information  services  and 
others  who  disseminate  information 
concerning  invitiations  for  bids  and  re¬ 
quests  for  proposals;  otherwise  the  pro¬ 
curing  activity  may  limit  the  availability 
of  invitations  for  bids  and  requests  for 
proposals  to  perusal  at  the  issuing  office. 

§  1—1.1003  Synopses  of  proposed  pro¬ 
curements. 

§  1—1.1003—1  Department  of  Commerce 
Synopsis. 

<a)  The  publication  “Synopsis  of  U.S. 
Government  Proposed  Procurement, 
Sales,  and  Contract  Awards”  is  published 
daily,  except  Saturdays,  Sundays,  and 
holidays,  by  the  U.S.  Department  of 


Commerce,  Chicago,  Illinois.  The  pri¬ 
mary  purpose  of  the  Synopsis  is  to 
provide  industry  with  information  con¬ 
cerning  current  Government  contract¬ 
ing  and  subcontracting  opportunities, 
including  information  as  to  the  identity 
and  location  of  Government  contracting 
offices  and  prime  contractors  having 
current  or  potential  need  for  certain 
types  of  products  or  services.  This  pub¬ 
lication  is  available  on  an  annual  sub¬ 
scription  basis,  and  subscriptions  can  be 
entered  at  the  publishing  office  or  at  any 
Department  of  Commerce  office.  Com¬ 
plimentary  subscriptions  are  available  to 
participating  Government  activities  up¬ 
on  request. 

(b)  Each  executive  agency  shall  par¬ 
ticipate,  to  the  maximum  practicable 
extent,  in  providing  current  information 
concerning  proposed  procurements  to 
the  Department  of  Commerce  for  pub¬ 
lication  in  the  Synopsis.  Procurement 
agencies  shall  develop  procedures  for  as¬ 
suring  that  proposed  procurements  are 
publicized  in  the  Synopsis  as  required 
by  this  section  1-1.1003. 

§  1—1.1003—2  General  requirements. 

(a)  Every  proposed  advertised  or  ne¬ 
gotiated  procurement  made  in  the 
United  States,  except  Hawaii  and 
Alaska,  which  may  result  in  an  award 
or  awards  in  excess  of  $10,000  shall  be 
publicized  promptly  in  the  Department 
of  Commerce  “Synopsis  of  U.S.  Govern¬ 
ment  Proposed  Procurement,  Sales  and 
Contract  Awards,”  except  that  the  fol¬ 
lowing  need  not  be  publicized  in  the 
Synopsis. 

(1)  Procurements  where  there  is  an 
absence  of  potential  competition  or 
where  it  has  been  predetermined  that 
the  procurement  will  be  awarded  to  a 
specific  concern  (e.g.,  procurements  of 
utility  services  and  procurements  for 
which  specific  background  knowledge  or 
unusual  scientific  and  technical  equip¬ 
ment  is  a  prerequisite  to  performance) . 

(2)  Procurements  where  circum¬ 
stances  necessitate  establishing  less  than 
15  calendar  days  for  submission  of  bids, 
proposals,  or  quotations. 

(3)  Procurements  of  a  classified 
nature. 

(4)  Procurements  of  perishable 
subsistence. 

(5)  Procurements  where  only  for¬ 
eign  sources  are  to  be  solicited. 

(b)  The  dollar  amount  specified  in 
section  l-1.1003-2(a)  shall  not  be  con¬ 
strued  as  a  prohibition  against  publi¬ 
cizing  procurements  below  that  amount 
in  any  case  where  the  procuring  activity 
determines  that  such  publication  would 
be  advantageous  to  industry  or  to  the 
Government. 

(c)  The  requirements  in  section  1-1.- 
1003-2 (a)  shall  not  be  construed  to  mean 
publicizing  delivery  orders  issued  under 
existing  contracts  (such  as  Federal  Sup¬ 
ply  Schedules)  or  orders  from  manda¬ 
tory  sources  of  supply  (such  as  National 
Industries  for  the  Blind). 

§  1—1.1003—3  Research  and  develop¬ 
ment. 

In  order  that  potential  sources  may 
learn  of  research  and  development  pro¬ 
grams,  advance  notices  of  the  Govern¬ 
ment’s  interest  in  a  specific  research  and 
development  field  shall  be  published  in 


the  Department  of  Commerce  Synopsis 
in  accordance  with  section  1-1.1003-7 
(b)  (9)  so  as  to  give  such  sources  ade¬ 
quate  opportunity  to  submit  information 
for  evaluation  of  their  research  and  de¬ 
velopment  capabilities,  except  where  se¬ 
curity  considerations  prohibit  such  pub¬ 
lication. 

§  1—1.1003—4  Synopses  of  subcontract 

opportunities. 

Prime  contractors  and  subcontractors 
should  be  encouraged  to  use  the  Depart¬ 
ment  of  Commerce  Synopsis  to  publicize 
opportunities  in  the  field  of  subcontract¬ 
ing  stemming  from  Government  busi¬ 
ness.  Prime  contractors  and  their 
subcontractors  should  be  advised  to  mail 
subcontract  information  directly  to  the 
Department  of  Commerce. 

§  1—1.1003—5  Pre-invitation  notices. 

Where  pre- invitation  notices  (see  sec¬ 
tion  1-2.205-4)  are  used,  the  pre-invita¬ 
tion  information  shall  be  included  in  the 
Synopsis.  The  information  need  not  be 
re-published  in  the  Synopsis  when  the 
invitation  for  bids  concerned  is  subse¬ 
quently  issued. 

§  1—1.1003—6  Time  of  publicizing. 

To  allow  concerns  which  are  not  on 
current  bidders  lists  ample  time  to  pre¬ 
pare  bids,  proposals  or  quotations,  pro¬ 
curing  activities  should,  when  feasible, 
publicize  proposed  procurements  before 
issuance  of  invitations  for  bids  and  re¬ 
quests  for  proposals.  Prompt  reporting 
is  particularly  important  where  a  short 
time  for  submitting  bids  or  proposals  is 
involved. 

§  1-1.1003—7  Preparation  and  trans¬ 
mittal. 

(a)  Procuring  activities  shall  transmit 
a  synopsis  of  proposed  procurements  as 
follows: 

( 1 )  When  use  of  teletypewriter  serv¬ 
ice  is  feasible,  information  shall  be 
transmitted  via  teletypewriter  at  the  end 
of  each  day  to  the  following  address: 
Synopsis,  Commerce  Department,  Field 
Services,  Chicago,  Illinois. 

(2)  When  use  of  teletypewriter 
service  is  not  feasible,  information  shall 
be  sent  by  airmail  or  ordinary  mail, 
whichever  is  considered  most  expedi¬ 
tious,  addressed  as  follows:  Administra¬ 
tive  Service  Office,  U.S.  Department  of 
Commerce,  433  West  Van  Buren  Street, 
Chicago  7,  Illinois. 

(b)  Each  Synopsis  message  shall  be 
prepared  as  described  below : 

( 1 )  Spacing.  Lines  of  the  text  shall 
be  double  spaced,  not  exceeding  69  type¬ 
written  spaces  in  length. 

(2)  Numbering.  The  first  line  of 
the  message  text  should  include  a  mes¬ 
sage  number  for  ready  identification  and 
reference  purposes.  Messages  normally 
will  be  numbered  consecutively  by  the 
reporting  activity,  beginning  a  new  se¬ 
ries  each  calendar  year. 

(3)  Contracting  office  address.  Be¬ 
ginning  with  the  second  line  of  the 
text,  state  the  name  and  location  of  the 
contracting  office.  Abbreviations  should 
not  be  used  except  for  the  name  of  the 
State.  The  address  may  include  an  at¬ 
tention  phrase  directed  to  an  official  by 
name  or  title. 

(4)  Description  of  supplies  or  serv¬ 
ices  being  procured.  Item  descriptions 
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will  begin  in  narrative  paragraph  form, 
double  spaced,  with  each  line  commenc¬ 
ing  at  the  left-hand  margin.  The  de¬ 
scription  should  be  concise,  but  suffi¬ 
ciently  detailed  to  permit  understanding 
by  interested  parties.  Commonly  used 
names  of  the  procurement  items,  basic 
materials  from  which  fabricated,  general 
sizes  or  dimensions,  citations  of  specifi¬ 
cation  or  drawing  numbers.  Federal 
stock  numbers,  quantities,  units  of  meas¬ 
ure,  invitation  for  bid  or  request  for 
proposal  numbers,  opening  dates,  place 
of  delivery,  and  other  pertinent  data 
shall  be  included.  Only  standard,  com¬ 
monly  understood,  abbreviations  may  be 
used.  For  purposes  of  clarity,  two 
hyphens  should  be  used  instead  of  com¬ 
mas  to  separate  quantities,  purchase 
reference  numbers,  opening  dates,  etc. 

<5)  Several  items  on  one  invitation 
for  bids  or  request  for  proposals.  Where 
several  items  having  the  same  procure¬ 
ment  reference  number  and  the  same 
time  for  receipt  of  bids  or  proposals  are 
reported,  the  description  should  be  pre¬ 
ceded  by  a  blanket  statement  such  as 
“The  following  described  items  are  to  be 
procured  under  Invitation  for  Bids  (or 
Request  for  Proposals)  No. - -  Open¬ 
ing  Date - ” 

(6)  Qualified  products.  If  the  pro¬ 
curement  item  is  covered  by  one  or  more 
specifications  requiring  qualification 
testing  and  approval,  and  such  require¬ 
ment  has  not  been  waived,  the  notation 
“QPL”  shall  be  inserted  immediately  fol¬ 
lowing  the  specification  number. 

(7)  Term  contracts  or  indefinite 
quantities.  If  the  quantity  is  indefinite, 
the  description  should  so  state  and, 
where  applicable,  include  information  as 
to  the  duration  of  the  contract  period. 

(8)  Procurements  involving  set- 
asides.  If  the  proposed  procurement 
involves  a  small  business  set-aside,  or 
labor  surplus  area  set-aside,  the  Synop¬ 
sis  message  should — 

(i)  Where  there  is  a  100  percent 
small  business  set-aside,  state  that  “The 
proposed  procurement (s)  listed  herein 
is  (are)  totally  set  aside  for  small  busi¬ 
ness.”  Separate  messages  should  be 
sent  covering  those  proposed  procure¬ 
ments  which  involve  100  percent  small 
business  set-asides  to  facilitate  publica¬ 
tion  in  the  Notice  to  Small  Firms  Section 
of  the  Synopsis. 

(ii)  Where  there  is  a  partial 

small  business  or  labor  surplus  area  set- 
aside.  state  that  “An  additional  quan¬ 
tity  of _ : _ 

(Insert  number  of  units  and 
description) 

Is  being  reserved  for _ 

- under 

(Insert  “small  business”  or  “labor 

surplus  area"  as  appropriate) 
a  partial  set-aside  determination.” 

(9)  Research  and  development  item. 
Notices  which  invite  the  submission  of 
information  as  to  research  and  develop¬ 
ment  capabilities  in  specific  fields  of  in¬ 
terest  shall  be  headed  “research  and  de¬ 
velopment  sources  sought.”  This  shall 
be  followed  by  a  statement  similar  to  the 
following:  “Firms  having  research  and 
development  capabilities  in  the  field  of 

and 
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whose  facilities  and  personnel  Include 


(Describe  in  substantial  detail  minimum 

faculties  and  personnel  required) 
are  invited  to  submit  complete  informa¬ 
tion  to  the  procuring  office  listed  above. 
Information  furnished  should  include 
the  total  number  of  employees  and  pro¬ 
fessional  qualifications  of  scientists,  en¬ 
gineers,  and  technical  personnel;  a 
description  of  general  and  special 
facilities;  an  outline  of  previous  proj¬ 
ects;  a  statement  regarding  industrial 
security  clearance,  if  previously  granted; 
and  other  available  descriptive  litera¬ 
ture.  This  is  not  a  request  for  a 
proposal.” 

§  1—1.1004  Synopses  of  contract  awards. 

Awards  of  all  unclassified  contracts  to 
be  performed  in  whole  or  in  part  within 
the  United  States,  exceeding  $25,000  in 
amount,  shall  be  published  in  the  Depart¬ 
ment  of  Commerce  “Synopsis  of  U.S. 
Government  Proposed  Procurement, 
Sales,  and  Contract  Awards.”  This  dol¬ 
lar  amount  shall  not  be  construed  as  a 
prohibition  against  publicizing  smaller 
awards  where  the  procuring  activity  de¬ 
termines  that  such  publication  would  be 
advantageous  to  industry  or  to  the 
Government. 

§  1—1.1004—1  Preparation  and  trans¬ 
mittal. 

(a)  Procuring  activities  shall  prepare 
information  concerning  contract  awards 
in  the  same  format,  and  forward  single 
copies  thereof  to  the  same  mailing  ad¬ 
dress,  as  prescribed  in  section  1-1.1003- 
7(a)  for  synopses  of  proposed  procure¬ 
ments.  The  information  shall  be  sent 
by  airmail  or  ordinary  mail,  whichever 
is  considered  most  expeditious,  before 
the  close  of  business  at  the  end  of  each 
week. 

(b)  The  synopsis  of  contract  awards 
shall  contain  the  following  information: 

(1)  Name  and  address  of  the  pro¬ 
curing  office. 

(2)  A  clear  and  concise  description 
of  the  property  or  services  being  pro¬ 
cured,  such  description  to  be  followed 
by  the  contract  number  and,  in  paren¬ 
theses,  by  the  applicable  number  of  the 
invitation  for  bids  or  request  for 
proposals. 

(3)  Quantity  and  dollar  amount  of 
each  item. 

(4)  Name  and  full  address  of  the 
contractor. 

(5)  When  requested  by  the  prime 
contractor,  a  statement  of  the  industries, 
crafts,  processes,  or  component  items  in 
or  for  which  subcontracts  are  available 
and  subcontractors  are  desired,  together 
with  the  general  area,  if  any,  indicated 
by  the  prime  contractor,  such  as  South¬ 
east  States,  West  Coast,  New  England. 


PART  1-2— PROCUREMENT  BY 
FORMAL  ADVERTISING 

Subpart  1-2.2 — Solicitation  of  Bids 

2.  Section  1-2.203-4  is  revised  as  fol¬ 
lows:  , 

§  1—2.203—4  Synopses  of  invitations  for 
bids. 

Synopses  of  invitations  for  bids  shall 
be  prepared  and  publicized  in  the  De¬ 


partment  of  Commerce  "Synopsis  of 
U.S.  Government  Proposed  Procurement, 
Sales,  and  Contract  Awards,”  in  accord¬ 
ance  with  section  1-1.1003. 

3.  The  Table  of  Contents  is  amended 
to  add  section  1-2.409  to  read  as  follows: 

Sec. 

1-2.409  Synopses  of  contract  awards. 

4.  Section  1-2.409  is  added  to  read  as 
follows: 

§  1—2.409  Synopses  of  contract  awards. 
See  section  1-1.1014. 


PART  1-3— PROCUREMENT  BY 
NEGOTIATION 

Subpart  1-3.1 — Use  of  Negotiation 

5.  Section  1-3.103  (a)  is  revised  as  fol¬ 
lows: 

§  1—3.103  Dissemination  of  procure* 
nient  information. 

(a)  Synopses  of  proposed  procure¬ 
ments  and  contract  awards  shall  be  pre¬ 
pared  and  publicized  in  the  Department 
of  Commerce  “Synmpsis  of  U.S.  Govern¬ 
ment  Proposed  Procurement,  Sales,  and 
Contract  Awards,”  in  accordance  with 
the  requirements  of  sections  1-1.1003 
and  1-1.1004. 

Effective  date:  These  regulations  are 
effective  September  1,  1960,  but  may  be 
observed  earlier. 

(Sec.  205(c),  63  Stat.  390;  40  U.S.C.  486(c)) 
Dated:  June  3,  1960. 

Franklin  Floete, 
Administrator  of  General  Services. 

[FH.  Doc.  60-5275;  Filed.  June  10,  I960; 
8:45  am.) 


Title  14— AERONAUTICS  AND 
SPACE 

Chapter  III — Federal  Aviation  Agency 

SUBCHAPTER  E — AIR  NAVIGATION 
REGULATIONS 

[Airspace  Docket  No.  59-KC-36] 

PART  601— DESIGNATION  OF  THE 
CONTINENTAL  CONTROL  AREA, 
CONTROL  AREAS,  CONTROL 
ZONES,  REPORTING  POINTS,  AND 
POSITIVE  CONTROL  ROUTE  SEG¬ 
MENTS 

Modification  of  Control  Zone 

On  October  21,  1959,  a  notice  of  pro¬ 
posed  rule  making  was  published  in  the 
Federal  Register  (24  F.R.  8506)  stating 
that  the  Federal  Aviation  Agency  pro¬ 
posed  to  modify  the  Indianapolis,  Ind., 
control  zone. 

As  stated  in  the  notice,  the  Indian¬ 
apolis,  control  zone  presently  includes 
the  airspace  within  a  5 -mile  radius  of 
the  Weir  Cook  County  Airport,  with 
extensions  to  the  west,  based  on  the 
Indianapolis  radio  range;  southwest, 
based  on  the  ILS  localizer  course;  and 
northwest,  based  on  the  Indianapolis 
VORTAC.  The  control  zone  extension 
to  the  west,  designated  to  provide  pro¬ 
tection  for  aircraft  executing  low  fre- 


(be  specific) 
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quency  radio  range  standard  instrument 
approaches,  presently  extends  to  the 
Clayton  fan  marker,  9.8  nautical  miles 
from  the  radio  range  station.  The  pre¬ 
scribed  low  frequency  range  standard 
instrument  approach  at  Weir  Cook 
County  Airport,  permits  descent  below 
1,000  feet  above  the  terrain  to  be  made 
on  the  west  course  within  10  nautical 
miles  of  the  radio  range.  The  Federal 
Aviation  Agency  is  extending  this  por¬ 
tion  of  the  west  control  zone  extension 
to  a  point  12  statute  miles  (approxi¬ 
mately  10  nautical  miles)  west  of  the 
radio  range  to  assure  adequate  protec¬ 
tion  for  aircraft  executing  low  frequency 
radio  range  instrument  approaches.  The 
Indianapolis  control  zone  extension  to 
the  southwest,  provided  for  protection 
for  aircraft  executing  ILS  and  ADF  in¬ 
strument  approaches,  and  the  extension 
to  the  northwest,  provided  for  protection 
for  aircraft  executing  VOR  instrument 
approaches,  presently  extend  ten  miles 
southwest  of  the  outer  marker  and  ten 
miles  northwest  of  the  VORTAC,  respec¬ 
tively.  Prescribed  ILS.  ADF,  and  VOR 
instrument  approach  procedures,  at 
Weir  Cook  County  Airport,  require  that 
the  portion  of  the  approach  southwest 
of  the  ILS  outer  marker  and  northwest 
of  the  VORTAC  be  made  at  altitudes 
above  1,000  feet  above  the  ground.  Since 
the  procedure  turns  associated  with 
these  instrument  approach  procedures 
are  made  within  the  control  areas  asso¬ 
ciated  with  airways,  the  control  zone 
extension  to  the  southwest,  based  on  the 
Indianapolis  ILS  localizer  course,  and 
the  portion  of  the  control  zone  extension 
to  the  northwest  of  the  Indianapolis 
VORTAC  are  not  required  for  the  protec¬ 
tion  of  aircraft  executing  these  standard 
instrument  approaches.  Therefore,  it 
was  proposed  to  revoke  the  control  zone 
extension  to  the  southwest  and  the  por¬ 
tion  of  the  northwest  extension  to  the 
northwest  of  the  VORTAC. 

On  March  24,  1960,  a  supplemental 
notice  of  proposed  rile  making  was  pub¬ 
lished  in  the  Federal  Register  (25  F.R. 
2497)  extending  the  time  for  comment 
to  April  15,  1960,  and  stated:  “It  has 
been  determined  that  there  is  a  con¬ 
tinued  requirement  for  the  control  zone 
extension  to  the  southwest  based  on  the 
Indianapolis  Weir  Cook  Municipal  Air¬ 
port  ILS  localizer  southwest  course  be¬ 
cause  of  terrain  features.  Accordingly, 
the  portion  of  the  proposal  concerned 
with  the  revocation  of  the  southwest 
control  zone  extension  based  on  the  lo¬ 
calizer  southwest  course  is  hereby  with¬ 
drawn.  In  lieu  thereof,  it  is  proposed 
to  extend  the  existing  southwest  control 
zone  extension  to  a  point  12  miles  south¬ 
west  of  the  ILS  outer  marker.  This 
would  provide  protection  for  aircraft 
executing  the  procedure  turn  portion  of 
the  ADF  instrument  approach  procedure. 
The  prescribed  ADF  instrument  ap¬ 
proach  authorizes  procedure  turn  within 
10  nautical  miles  (approximately  12 
statute  miles)  of  the  outer  marker.  If 
this  action  is  taken,  the  Indianapolis, 
Ind.,  control  zone  would  be  designated 
within  a  5-mile  radius  of  the  geographi¬ 
cal  center  of  Indianapolis  Weir  Cook 
Municipal  Airport  (latitude  39°43'42"  N., 
longitude  86°17'04"  W.);  within  2  miles 
either  side  of  the  Indianapolis  Weir  Cook 


ILS  localizer  southwest  course  extending 
from  the  5-mile  radius  zone  to  a  point 
12  miles  southwest  of  the  outer  marker; 
within  2  miles  either  side  of  the  west 
course  of  the  Indianapolis  radio  range, 
extending  from  the  5-mile  radius  zone 
to  a  point  12  miles  west  of  the  radio 
range;  and  within  2  miles  either  side 
of  the  143°  True  radial  of  the  Indian¬ 
apolis  VORTAC  extending  from  the  5- 
mile  radius  zone  to  the  VORTAC.” 

In  response  to  the  notice,  the  Aircraft 
Owners  and  Pilots  Association  con¬ 
curred  with  the  modification  of  the 
northwest  extension  and  the  revocation 
of  the  southwest  extension.  However, 
with  respect  to  the  west  extension,  the 
following  comment  was  submitted: 

We  do  not  concur  In  the  increased  length 
of  the  western  extension  for  low  frequency 
radio  range  instrument  approaches. 

It  is  believed  that  Instrument  approaches 
permitting  flight  below  1,000  feet  for  such 
distances  are  unnecessary  and  are  hazardous 
to  aircraft  which  operate  at  such  low  alti¬ 
tudes.  This  view  would  appear  to  be  sup¬ 
ported  by  the  finding  that  no  need  exists  to 
continue  the  other  control  zone  extensions 
presently  designated. 

The  Aircraft  Owners  and  PUots  Association 
(AQPA)  accordingly,  must  object  to  that  por¬ 
tion  of  the  proposal  relating  to  Increase  in 
length  of  the  western  control  zone  extension. 

The  Aircraft  Owners  and  Pilots  Asso¬ 
ciation  submitted  the  following  com¬ 
ments,  quoted  in  part,  in  response  to  the 
supplemental  notice: 

The  modified  proposal  should  have  stated 
that  the  current  ADF  approach  on  the  ILS 
outer  marker  was  to  be  protected  to  the 
ground.  The  entire  approach  is  within  con¬ 
trolled  airspace  since  it  is  at  all  times  more 
than  700  feet  above  the  ground  until  reach¬ 
ing  the  5-mile  radius  control  zone. 

If  for  some  reason  of  policy  or  otherwise, 
it  is  considered  that  Instrument  flight  below 
1,000  feet  should  be  protected  to  the  ground, 
then  it  is  strongly  recommended  that  the 
ADF  approach  be  modified  to  follow  the  flight 
levels  specified  for  the  ILS  approach.  Safety 
in  flight  will  certainly  be  served  by  eliminat¬ 
ing  the  need  for  aircraft  to  make  unnecessary 
long  flights  close  to  the  ground. 

With  respect  to  the  proposed  increased 
length  of  the  western  extension  for  instru¬ 
ment  approaches  using  the  low  frequency 
radio  range,  the  same  situation  obtains  in 
that  the  entire  approach  to  the  radio  range 
requires  flight  more  than  700  feet  above  the 
ground.  If  as  indicated,  this  is  not  adequate 
separation,  then  again  it  is  recommended 
that  the  approach  altitude  beyond  the  range 
be  raised  to  1,800  feet. 

The  Aircraft  Owners  and  Pilots  Association 
must  object  to  the  modified  proposal  to  re¬ 
designate  the  southwestern  control  zone  ex¬ 
tension.  We  continue  our  opposition  to  the 
western  control  zone  extension. 

The  Federal  Aviation  Agency  has  re¬ 
viewed  the  published  instrument  ap¬ 
proaches  for  the  Weir  Cook  Municipal 
Airport  and  has  determined  that  the  ap¬ 
proach  altitude  over  the  ILS  outer 
marker  for  the  ADF  instrument  ap¬ 
proach  can  be  raised  to  coincide  with 
the  ILS  approach  altitude  which  is  1,000 
feet  above  the  terrain.  Accordingly,  the 
Federal  Aviation  Agency  concurs  in  the 
AOPA’s  recommendation  to  revoke  the 
southwest  control  zone  extension  based 
on  the  ELS  outer  marker.  This  concur¬ 
rence  is  based  on  the  Administrator’s 
stated  policy  that  flights  conducted 
under  instrument  flight  rules,  where 


they  are  required  to  maneuver  below 
1,000  feet  above  the  terrain,  will  be  pro¬ 
tected  by  control  zones  or  control  zone 
extension.  However,  in  regard  to  the 
west  extension,  this  is  considered  neces¬ 
sary  because  in  accordance  with  the 
prescribed  radio  range  instrument  ap¬ 
proach  procedure,  the  procedure  turn  is 
completed  at  2,000  feet  MSL  within  10 
nautical  miles  of  the  radio  range  and 
then  descent  is  made  to  cross  the  facility 
at  1,500  feet  MSL  which  is  703  feet 
above  the  surface  of  the  airport.  In  this 
instance,  the  facility  is  only  2.9  nautical 
miles  from  the  airport,  and  by  raising  the 
altitude  to  1,800  feet  MSL,  as  recom¬ 
mended  by  AOPA,  would  require  an  ex¬ 
cessive  rate  of  descent  from  the  facility 
to  the  airport  thereby  compromising 
safety.  Therefore,  the  Federal  Aviation 
Agency  is  modifying  the  Indianapolis 
control  zone  by  designating  it  within  a 
5-mile  radius  of  the  geographical  center 
of  the  Indianapolis  Weir  Cook  Airport 
(latitude  39°43'42"  N.,  longitude 

86°17'04"  W.) ;  within  2  miles  either  side 
of  the  west  course  of  the  Indianapolis 
radio  range,  extending  from  the  5-mile 
radius  zone  to  a  point  12  miles  west  of 
the  radio  range;  and  within  2  miles 
either  side  of  the  143°  True  radial  of  the 
Indianapolis  VORTAC  extending  from 
the  5-mile  radius  zone  to  the  VORTAC. 

No  other  adverse  comments  were  re¬ 
ceived.  The  Department  of  the  Air 
Force  and  the  Air  Transport  Association 
concurred  in  the  notice  and  supple¬ 
mental  notice.  Mr.  Q.  Edwin  Petro,  Di¬ 
rector  of  Aviation,  American  Association 
of  Airport  Executives,  concurred  in  the 
Notice  and  advised  that  the  name  Weir 
Cook  County  Airport  has  been  changed 
to  the  Indianapolis  Weir  Cook  Munici¬ 
pal  Airport.  This  name  change  is  re¬ 
flected  herein. 

Interested  persons  have  been  afforded 
an  opportunity  to  participate  in  the 
making  of  the  rule  herein  adopted,  and 
due  consideration  has  been  given  to  all 
relevant  matter  presented. 

In  consideration  of  the  foregoing,  and 
pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (24  F.R.  4530) , 
1  601.2105  (24  F.R.  10576)  is  amended  to 
read: 

§  601.2105  Indianapolis,  Ind.,  control 
zone. 

Within  a  5-mile  radius  of  the  geo¬ 
graphical  center  of  the  Weir  Cook  Muni¬ 
cipal  Airport  (latitude  39°43'42"  N., 
longitude  86°17'04"  W.);  within  2  miles 
either  side  of  the  W  course  of  the  In¬ 
dianapolis  RR  extending  from  the  5-mile 
radius  zone  to  a  point  12  miles  W  of  the 
RR;  and  within  2  miles  either  side  of  the 
143°  True  radial  of  the  Indianapolis 
VORTAC  extending  from  the  5-mile 
radius  zone  to  the  VORTAC. 

This  amendment  shall  become  effec¬ 
tive  0001  e.s.t.  July  28,  1960. 

(Secs.  307(a),  313(a),  72  Stat.  749,  752;  49 
U.S.C.  1348,  1354) 

Issued  in  Washington,  D.C.,  on  June  6, 
1960. 

Charles  W.  Car  mod  y. 
Acting  Director,  Bureau  of 
Air  Traffic  Management. 

[F.R.  Doc.  60-5304;  Filed,  June  10,  1960; 

8:45  a.m.J 
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RULES  AND  REGULATIONS 


SUB  CHAPTER  E — AIR  NAVIGATION  REGULATIONS 
[Reg.  Docket  No.  392;  Arndt.  168] 

PART  609— STANDARD  INSTRUMENT  APPROACH  PROCEDURES 
Miscellaneous  Alterations 

The  new  and  revised  standard  instrument  approach  procedures  appearing  hereinafter  are  adopted  to  become  effective 
and/or  canceled  when  indicated  in  order  to  promote  safety.  The  revised  procedures  supersede  the  existing  procedures  of 
the  same  classification  now  in  effect  for  the  airports  specified  therein.  For  the  convenience  of  the  users,  the  revised 
procedures  specify  the  complete  procedure  and  indicate  the  changes  to  the  existing  procedures.  Pursuant  to  authority 
delegated  to  me  by  the  Administrator  (24  F.R.  5662) ,  I  find  that  a  situation  exists  requiring  immediate  action  in  the  interest  of 
safety,  that  notice  and  public  procedure  hereon  are  impracticable,  and  that  good  cause  exists  for  making  this  amendment  effec¬ 
tive  on  less  than  thirty  days’  notice. 

Part  609  (14  CFR  Part  609)  is  amended  as  follows: 

1.  The  automatic  direction  finding  procedures  prescribed  in  S  609.100(b)  are  amended  to  read  in  part: 

ADF  Standard  Instrument  Approach  Procedure  * 

Bearings,  headings,  courses  and  radials  are  magnetic.  Elevations  and  altitudes  are  in  feet  MSL.  Ceilings  are  in  feet  above  airport  elevation.  Distances  are  in  nautical 
miles  unless  otherwise  indicated,  except  visibilities  which  are  in  statute  miles. 

If  an  instrument  approach  procedure  of  the  above  type  is  conducted  at  the  below  named  airport,  it  shall  be  in  accordance  with  the  following  instrument  approach  procedure, 
unless  an  approach  is  conducted  in  accordance  with  a  different  procedure  for  such  airport  authorized  by  the  Administrator  of  the  Federal  Aviation  Agency.  Initial  approaches 
shall  be  made  over  specified  routes.  Minimum  altitudes  shall  correspond  with  those  established  for  en  route  operation  in  the  particular  area  or  as  set  forth  below. 


Transition 

1 

Ceiling  and  visibility  mlnimums 

From— 

To— 

Course  and 
distance 

Minimum 

altitude 

(feet) 

Condition 

. 

■  2-engine  or  less 

More  than 
2-engine, 
more  than 
65  knots 

65  knots 
or  less 

1 

More  than 

65  knots 

Bethel  LFR......................... _ .... 

BEA  RBn . 

Direct . . . 

1200 

T-dn . 

300-1 

400-1 

800-2 

300-1 

600-1 

800-2 

200-H 

500-lH 

800-2 

C-dn . 

A-dn . . 

Procedure  turn  West  side  of  crs,  004°  Outbnd,  184°  Inbnd,  1200'  within  10  miles.  Beyond  10  mi  NA. 

Minimum  altitude  over  facility  on  final  approach  crs,  700'. 

Crs  and  distance,  facility  to  airport,  184°— 0.6  mi. 

If  visual  contact  not  established  upon  descent  to  authorized  landing  minimum*  or  if  landing  not  accomplished  within  0.6  mile,  turn  left  and  climb  to  2300'  to  BET  LFR, 
then  on  NE  crs  BET  LFR  within  20  miles  or,  when  directed  by  ATC,  climb  to  2300'  on  crs  184°  from  BE  A  RBn  within  20  miles. 

City,  Bethel;  State,  Alaska;  Airport  Name,  Bethel  Municipal;  Elev.,  135';  Fac.  Class.,  MHW;  Ident.,  BE  A;  Procedure  No.  1,  Arndt.  1;  Eff.  Date,  11  June  60;  Sup.  Arndt.  No. 

Orig.;  Dated,  14  May  60 


Honolulu  LFR... _ ...................... 

Honolulu  VOR . . . . 

Int  W  crs  HNL  LFR  and  018°  brng  to  PFI 
RBn. 

Int  VORTAC  R-250  and  020°  brng  to  PFI 
RBn. 

Int  018°  brng  to  PFI  RBn  and  079°  brng  to 
LOM. 

Int  020°  brng  to  PFI  RBn  and  079°  brng  to 
LOM. 

HNL  VOR  R-250  and  DMET  10  mi  fix.... 
W  crs  HNL  LFR  and  DMET  10  mi  fix.... 

Southgate  Int _ _ _ 

079°  brg  to  LOM  and  DMET  10  mi  fix 


LOM . 

3600 

3600 

3000 

3000 

2000 

2000 

2000 

2000 

2000 

2000 

T-dn . 

LOM . . . . . 

C-dn  _ 

Int  018°  brng  to  PFI  RBn  and  079° 
brng  to  LOM. 

Int  020°  brng  to  PFI  RBn  and  079° 
brng  to  LOM. 

LOM  (Final) . 

Direct.... _ _ _ 

R-dn-8  .  _ 

Direct . 

A-dn _ 

Direct . . 

LOM  ( Final) _ 

079°  brg  to  LOM  and  DMET  10ml  fix. 
079°  brg  to  LOM  and  DM  ET 10  mi  fix. 
079°  brg  to  LOM  and  DM  ET  10  mi  fix. 
LOM  (Final)  _  _ 

Direct _ ........ 

Direct _ ........ 

300-1 

500-1 

500-1 

800-2 


300-1 

500-1 

600-1 

800-2 


200-H 

500-lfc 

600-1 

800-2 


Procedure  turn  South  side  of  crs,  259°  Outbnd,  079°  Inbnd,  3600'  within  10  miles.  Procedure  turn  not  required  with  radar  transitions  to  final  approach  course  from  Pine¬ 
apple  and  Southgate  Int.  Radar  transitions  from  these  intersections  authorised  at  2000'. 

Minimum  altitude  over  facility  on  final  approach  crs,  2000'. 

Crs  and  distance,  facility  to  airport,  079°— 6.9  mi.  ^  . 

If  visual  contact  not  established  upon  descent  to  authorized  landing  mlnimums  or  if  landing  not  accomplished  within  5.9  mi  of  LOM,  make  right  turn,  climbing  to  2000' 
and  proceed  to  Southgate  LF  Int. 

Caution:  (1)  Rwy  8  at  HNL  airport  equipped  with  hi-intensity  lights.  Do  not  confuse  with  closed  Rwy  7  at  Hickam.  (2)  Circling  North  of  airport  not  authorized 
because  of  terrain  385',  1.5  mi  North  and  508',  2  mi  NE  of  airport.  (3)  Terrain  rises  sharply  on  North  side  of  final  approach  course;  within  2.0  miles— 1000',  within  3.6  miles— 
2566',  within  6.3  miles— 3098'. 

City,  Honolulu;  State,  Hawaii;  Airport  Name,  International;  Elev.,  10';  Fac.  Class.,  LOM;  Ident.,  HN;  Procedure  No.  I,  Arndt.  Orig.;  Eff.  Date,  11  June  60 


SPA-LFR . 

LOM . 

Direct . 

2000 

T-dn . 

300-1 

300-1 

8PA-VOR . 

LOM 

2300 

C-dn . . 

400-1 

600-1 

Buffalo  Int_  _  _  _  _  .  _  .  _  .  . 

LOM  _  . 

2000 

400-1 

400-1 

Mauldin  Int . . . . 

LOM _ _ _ 

Direct. 

2000 

A-dn . 

800-2 

800-2 

Woodruff  Int  _  _  .  .  _ 

LOM 

2000 

Procedure  turn  East  side  8W  crs,  223°  Outbnd,  043°  Inbnd,  2000'  within  10  mi.  Beyond  10  mi  NA. 

Minimum  altitude  over  facility  on  final  approach  crs,  1800'. 

Crs  and  distance,  facility  to  airport,  043° — 1.4  mi. 

If  visual  contact  not  established  upon  descent  to  authorized  landing  minimum*  or  if  landing  not  accomplished  within  4.4  miles,  climb  to  2300'  on  crs  043°  within  20  miles 
or,  when  directed  by  ATC,  climb  to  2300'  on  crs  043°,  then  turn  left  and  proceed  direct  to  SPA  VOR. 

Caution:  Tower  1338'  3  ml  NW  of  airport  and  tower  1070'  3  mi  NE. 

City,  Spartanburg;  State,  S.O.;  Airport  Name,  Municipal;  Fac.  Class.,  LOM;  Ident.,  SP;  Procedure  No.  1,  Arndt.  Orig.;  Eff.  Date,  11  June  60 


Saturday ,  June  11,  1960 
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2.  The  very  high  frequency  omnirange  (VOR)  procedures  prescribed  in  2  609.100(c)  are  amended  to  read  in  part: 

VOR  Standard  Instrument  Approach  Procedure 

Bearings,  headings,  courses  and  redials  are  magnetic.  Elevations  and  altitudes  are  In  feet  MSL.  Ceilings  are  in  feet  above  airport  elevation.  Distances  are  in  nautical 
miles  unless  otherwise  indicated,  except  visibilities  which  are  in  statute  miles. 

If  an  instrument  approach  procedure  of  the  above  type  is  conducted  at  the  below  named  airport,  it  shall  be  in  accordance  with  the  following  Instrument  approach  procedure, 
unless  an  approarh  is  conducted  in  accordance  with  a  different  procedure  for  such  airport  authorised  by  the  Administrator  of  the  Federal  Aviation  Agency.  Initial  approaches 
iball  be  made  over  specified  routes.  Minimum  altitudes  shall  correspond  with  those  established  for  en  route  operation  in  the  particular  area  or  as  set  forth  below. 


Transition 

Ceiling  and  visibility  minimums 

From — 

To- 

Course  and 
distance 

Minimum 

aititude 

(feet) 

Condition 

2-engine  or  less 

More  than 
2-engtoe, 
more  than 
65  knots 

65  knots 
or  less 

More  than 
65  knots 

T.FR  . 

ANC-VOR . . „ . 

Direct . . 

1500 

1500 

T-dn . 

300-1 

700-1 

700-1 

800-2 

300-1 

700-1 

700-1 

800-2 

200-H 
700-1 H 
700-1 
800-2 

ANC-VOR. . 

Direct . 

C-dn  . . 

A-dn . . . 

Procedure  turn  8  side  of  ers,  234°  Outbnd,  054°  Inbnd,  1500'  within  10  miles. 

Minimum  altitude  over  facility  on  final  approach  ers,  1300'. 

Crs  and  distance,  facility  to  airport,  053° — 6.2. 

If  visual  contact  not  established  upon  descent  to  authorized  landing  minimums  or  if  landing  not  accomplished  within  6.2  mi  turn  right  climbing  to  lfiOO7  on  SW  crs  (183°) 
ANC  LFR  within  20  miles  or,  when  directed  by  ATC,  (1)  Turn  right  climbing  to  1500'  on  W  crs  ANC  ILS  (244°)  ADF  within  20  miles  of  LOM-AN,  (2)  Turn  left  climbing 
to  1500'  on  NW  crs  ANC  LFR  (305°)  to  hold  at  Susitna  Int,  (8)  Right  turn  climbing  to  1500'  on  R-234  within  20  miles  of  ANC  VOR. 

Caution:  Terrain  384'  m.s.l.  1.6  mi  8W  of  airport  and  1.4  mi  S  of  Approach  to  Rnwy  06. 

City.  Anchorage;  State,  Alaska;  Airport  Name,  Anchorage  Int’l;  Kiev.,  114';  Fac.  Class.,  VOR;  Ident.,  ANC;  Procedure  No.  1,  Arndt.  1;  Eff.  Date,  11  June  60;  8up.  Arndt.  No. 

Orig.;  Dated,  8  Feb.  68 


CID-VOR  . 

Direct..... _ 

T-dn . 

300-1 

Direct _ 

C-dn . 

400-1 

CID  VOR  (Final)  ...  . . 

400-1 

A-dn _ 

•  800-2 

IOW-VOR . 

Belle  Plaine  Int. 
Watkins  Int*.... 


300-1 

600-1 

400-1 

800-2 


200-H 

600-1X 

400-1 

800-2 


Procedure  turn  South  side  of  crs,  260°  Outbnd,  080°  Inbnd,  2100'  within  10  mi. 

Minimum  altitude  over  facility  on  final  approach  crs,  1500'. 

Crs  and  distance,  facility  to  airport,  087°— 3.2.  .  _ 

If  visual  contact  not  established  upon  descent  to  authorized  landing  minimums  or  if  landing  not  accomplished  within  3.2  miles,  climb  to  2200'  on  R-087  CID  within  20  mi. 
Note:  No  tower. 

•Int  IOW-VOR  R-320  and  CID  VOR  R-200. 


City,  Cedar  Rapids;  State,  Iowa;  Airport  Name,  Municipal;  Elev.,  863';  Fac.  Class.,  BVORTAC;  Ident.,  CID;  Procedure  No.  1,  Arndt.  1;  Eff.  Date,  11  June  60;  Sup.  Amdt. 

No.  Orig.;  Dated,  5  July  58 


T-dn* . 

3<XM 

C-d . 

1006-U4 

I 

C-n* . 

1000-2 

A-dn* _ 

1000-2 

Procedure  turn  W  side  of  crs.  356°  Outbnd,  176°  Inbnd,  3100'  within  10  ml. 

Minimum  altitude  over  facility  on  final  approach  crs,  2900'. 

Crs  and  distance,  facility  to  airport,  176°— 0.7. 

Caution:  Sod  field,  except  N-S  runway  paved. 

If  visual  contact  not  established  upon  descent  to  authorized  landing  minimums  or  if  landing  not  accomplished  within  0.7  ml,  execute  climbing  right  turn  to  3000',  return 
to  RSL  VOR  and  hold  on  R-079. 

•Night  operations  on  N-S  runway  only. 

City,  Russell;  State,  Kans.;  Airport  Name,  Russell;  Elev.,  1863';  Fac.  Class.,  BVOR;  Ident.,  RSL;  Procedure  No.  1,  Amdt.  7;  Eff.  Date,  11  June  60;  Sup.  Amdt.  No.  6;  Dated, 
,  28  May  60 

3.  The  terminal  very  high  frequency  omnirange  (TerVOR)  procedures  prescribed  in  §  609.200  are  amended  to  read  in  part: 

Terminal  VOR  Standard  Instrument  Approach  Procedure 

Bearings,  headings,  courses  and  radiais  are  magnetic.  Elevations  and  altitudes  are  to  feet  MSL.  Ceilings  are  to  feet  above  airport  elevation.  Distances  are  to  nautical 
miles  unless  otherwise  indicated,  except  visibilities  which  are  to  statute  miles. 

If  an  instrument  approach  procedure  of  the  above  type  is  conducted  at  the  below  named  airport,  it  shall  be  in  accordance  with  the  following  instrument  approach  procedure, 
unless  an  approach  is  conducted  in  accordance  with  a  different  procedure  for  such  airport  authorized  by  the  Administrator  of  the  Federal  Aviation  Agency.  Initial  approaches 
shall  be  made  over  specified  routes.  Minimum  altitudes  shall  correspond  with  those  established  for  en  route  operation  to  the  particular  area  or  as  set  forth  below. 


- 

Transition 

Ceiling  and  visibility  minimums 

From— 

To- 

Course  and 
distance 

Minimum 

altitude 

(feet) 

Condition 

2-engine  or  less 

More  than 
3-engine, 
more  than 
66  knots 

66  knots 
or  less 

More  than 
66  knots 

MCN-LFR . 

MCN-VOR . 

Direct . . 

1600 

T-dn _ 

300-1 

800-1 

200  H 

Robins  Int.  _  _  _ 

MON-VOR _ 

Direct _ 

C-dn . . 

600-1 

600-1 

800-1 H 

S-dn-13# . 

600-1 

600-1 

600-1 

* 

A-dn. . . 

800-2 

800-2 

800-2 

Procedure  turn  West  side  of  crs,  324°  Outbnd,  144°  Inbnd.  1700'  w  ithin  10  miles.  , 

Minimum  altitude  over  facility  on  final  approach  crs,  900'.# 

Crs  and  distance,  breakofl  point  to  approach  end  of  Runway  13, 129°— 0.22  ml. 

If  visual  contact  uot  established  upon  descent  to  authorized  landing  minimums  or  if  landing  not  accomplished  within  0  mile,  turn  right  and  climb  to  1700'  en  R-324  within 

miles. 

#Matotata  1100'  MSL  Inbound  until  after  passing  MCN-LFR.  If  MCN-LFR  not  received,  ceiling  minima  become  700*  and  descent  below  HOT  MSL  not  authorized. 
City,  Macon;  State,  Oa.;  Airport  Name,  Cochran;  Elev.,  354';  Fac.  Class.,  BVORTAC;  Ident.,  MCN;  Procedure  No.  TerVOR-13,  Amdt.  Orig.;  Eff.  Date,  11  June  60 
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4.  The  instrument  landing  system  procedures  prescribed  in  8  609.400  are  amended  to  read  in  part: 


IL8  Standard  Instrument  Approach  Procedure 


Bearings,  headings,  courses  and  radials  are  magnetic.  Elevations  and  altitudes  are  in  feet,  MSL.  Ceilings  are  in  feet  above  airport  elevation.  Distances  are  in  nautical 
miles  unlees  otherwise  indicated,  except  visibilities  which  are  in  statute  miles. 

If  an  instrument  approach  procedure  of  the  above  type  is  conducted  at  the  below  named  airport,  it  shall  be  in  accordance  with  the  following  instrument  approach  procedure, 
unless  an  approach  is  conducted  in  accordance  with  a  different  procedure  for  such  airport  authorixed  by  the  Administrator  of  the  Federal  Aviation  Agency.  Initial  approaches 
shall  be  made  over  specified  routes.  Minimum  altitudes  shall  correspond  with  those  established  for  en  route  operation  in  the  particular  area  or  as  set  forth  below. 


Transition 

Celling  and  visibility  minimums 

Course  and 
distance 

Minimum 

2-englne  or  less 

More  than 
2-engine, 
more  than 
65  knots 

From— 

To- 

altitude 

(feet) 

Condition 

65  knots 
or  less 

More  than 
65  knots 

LOM . 

Direct _ 

2700 

T-dn . 

300-1 

300-1 

200-% 
600-1% 
600-2 
300-%  ' 
600-2 

Int  E  crs  ILS  and  300°  brag  to  Fort  Smith 
RBn. 

Int  E  crs  IL8  and  R  090  FSM  VOR . 

LOM  (Final) 

Direct _ 

2700 

C-d . 

600-1 

600-1 

C-n . 

600-2 

600-2 

LOM . 

Direct _ 

2700 

S-dn-25# . 

•  300-% 

600-2 

300-% 

600-2 

Int  E  crs  ILS  and  343°  bmg  to  Fort  Smith 
RBn. 

LOM . 

Direct _ - _ ... 

2700 

A-dn## . 

LOM . 

Direct . . 

2700 

Procedure  turn  N  side  of  crs,  073°  Outbnd,  253°  Inbnd,  2700  within  10  ml.  Beyond  10  mi  NA. 

Minimum  altitude  at  G.8.  int  inbnd,  2700'. 

Altitude  of  G.8.  and  distance  to  appr  end  of  my  at  OM  2658— 6.9,  at  MM  684—0.6. 

If  visual  contact  not  established  upon  descent  to  authorized  landing  minimums  or  if  landing  not  accomplished  climb  to  1800'  on  localizer  crs  (253°)  within  15  miles  or,  when 
directed  by  ATC,  climb  to  1800'  on  FSM-VOR  R-235  within  15  miles  or  climb  to  2500'  direct  to  FSM  RBn. 

Note:  No  approach  lights. 

Air  Carrier  Note:  300-1  required  for  T.O.  runways  1-19.  No  reduction  in  landing  minima  authorized  by  application  of  sliding  scale,  or  for  local  weather  conditions.  No 
reduction  in  take-off  or  landing  minima  authorized  for  cargo  and  ferry  flights. 

Caution:  Water  tower  611'  one  mile  West  of  West  end  of  Runway  7. 

#500-%  when  G.S.  not  utilized. 

I# All  installed  components  of  the  ILS  must  be  operating  otherwise  alternate  minima  of  800-2  apply.  * 


City,  Fort  Smith;  State,  Ark.;  Airport  Name,  Municipal;  Elev.,  468';  Fac.  Class.,  IL8;  Ident. ,  I-FSM;  Procedure  No.  ILS-25,  Arndt.  2;  F.ff.  Date,  11  June  60;  Sup.  Arndt. 

No.  1;  Dated,  27  June  59 


PROCEDURE  CANCELLED,  EFFECTIVE  UPON  COMMISSIONING  AND  IMPLEMENTATION  OF  ILS-22L. 

City,  New  York;  State,  N.Y.;  Airport  Name,  International;  Elev.,  12';  Fac.  Class.,  ILS;  Ident.,  IWY;  Procedure  No.  ILS-22,  Arndt.  4;  Eff.  Date,  24  Oct.  59;  Sup.  Arndt. 

No.  3;  Dated,  1  Aug.  59 


Honolulu  LFR _ „ _ 

Honolulu  VOR _ _ _. 

Pineapple  Int  (via  031°  crs  toward  PFI 
RBn). 

Int  W  crs  ILS  and  031°  brg  to  PFI  RBn.... 
Southgate  Int  (via  10  mi  DMET  clock¬ 
wise  Arc). 

W  crs  ILS  and  10  mi  DMET  fix _ _ 

W  crs  ILS  and  LIH  VOR  R-115 . 

Barbers  Point  FM  and  W  crs  ILS _ ...... 


LOM . 

Direct _ _ 

3600 

T-dn.*... _ ... 

LOM . . 

Direct _ _ 

3600 

C-dn.1 _ 

Int  W  crs  ILS  and  031°  brg  to  PFI- 
RBn. 

LOM  (Final) . 

2000 

Direct . . 

2000 

A-dn . 

W  crs  TT.S  _ 

2000 

LOM  (Final) . 

2000 

W  crs  ILS  and  10  mi  DMET  Fix  (or 

Direct . 

3000 

031  brg  to  PFI  RBn). 

LOM  (Final) _  —  _  . 

2000 

300-1 

300-1 

500-1 

500-1 

200-% 

200-% 

600-2 

600-2 

200-H 

500-1% 

200-% 

600-2 


Procedure  turn  South  side  crs,  259'  Outbnd,  079*  Inbnd,  3600'  within  10  ml.  Procedure  turn  not  required  with  Radar  transitions  to  finld  approach  course  from  Pineapple 
and  Southgate  Int.  Radar  transitions  from  these  intersections  authorized  at  2000'. 

Minimum  altitude  at  glide  slope  interception  inbnd,  2000'. 

Altitude  at  glide  slope  and  distance  to  appr  end  of  Rny  at  OM,  1961'— 5.9  mi;  at  MM,  247'— 0.5  ml. 

If  visual  contact  not  established  upon  descent  to  authorized  landing  minimums  or  if  landing  not  accomplished,  make  right  turn,  climbing  to  2000',  proceed  to  Southgate 
VHF  Int. 

Caution:  (1)  Rnwy  8  at  HNL  airport  equipped  with  hi-intensity  lights.  Do  not  confuse  with  closed  Rnwy  7  at  Hickam.  (2)  Circling  North  of  airport  not  authorized 
because  of  terrain  385',  1.5  mi  North  and  508 , 2  mi  NE  of  airport.  (3)  Terrain  rises  sharply  on  North  side  of  final  approach  course;  within  2.0  miles  1000',  3.6  ml.— 2566',  5.3 
mL — 3098'. 

City,  Honolulu;  State,  Hawaii;  Airport  Name,  International;  Elev.,  10';  Fac.  Class,  ILS;  Ident.,  I-HNL;  Procedure  No.  ILS-8,  Arndt.  Orig.;  Eff.  Date,  11  June  60 


These  procedures  shall  become  effective  on  the  dates  indicated  on  the  procedures. 

(Secs.  313(a),  307(c),  72  Stat.  752,  749;  49  UJ3.C.  1354(a),  1348(c) ) 


Issued  in  Washington,  D.C.,  on  May  12,  1960. 


Oscar  Bakke, 

Director,  Bureau  of  Flight  Standards. 

[F.R.  Doc.  60-4453;  Filed,  June  10,  1960;  8:45  a.m.] 


[Reg.  Docket  No.  403;  Amdt.  169] 

PART  609— STANDARD  INSTRUMENT  APPROACH  PROCEDURES 
Miscellaneous  Alterations 

The  new  and  revised  standard  instrument  approach  procedures  appearing  hereinafter  are  adopted  to  become  effective 
and/or  canceled  when  indicated  in  order  to  promote  safety.  The  revised  procedures  supersede  the  existing  procedures  of 
the  same  classification  now  in  effect  for  the  airports  specified  therein.  For  the  convenience  of  the  users,  the  revised 
procedures  specify  the  complete  procedure  and  indicate  the  changes  to  the  existing  procedures.  Pursuant  to  authority 
delegated  to  me  by  the  Administrator  (24  F.R.  5662) ,  I  find  that  a  situation  exists  requiring  immediate  action  in  the  interest  of 
safety,  that  notice  and  public  procedure  hereon  are  impracticable,  and  that  good  cause  exists  for  making  this  amendment  effec¬ 
tive  on  less  than  thirty  days’  notice. 

Part  609  (14  CFR,  Part  609)  is  amended  as  follows: 
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Saturday ,  June  11,  1960 


1.  The  low  or  medium  frequency  range  procedures  prescribed  in  8  609.100(a)  are  amended  to  read  in  part: 

LFB  Standard  Instrument  Approach  Procedure 

Bearings,  headings,  courses  and  radlals  are  magnetic.  Elevations  and  altitudes  are  in  feet  MSL.  Ceilings  are  in  feet  above  airport  elevation.  Distances  are  in  nautical 
miles  unless  otherwise  indicated,  except  visibilities  which  are  in  statute  miles. 

If  an  instrument  approach  procedure  of  the  above  type  is  conducted  at  the  below  named  airport,  it  shall  be  in  accordance  with  the  following  Instrument  approach  procedure, 
unless  an  approach  is  conducted  in  accordance  with  a  different  procedure  for  such  airport  authorized  by  the  Administrator  of  the  Federal  Aviation  Agency.  Initial  approaches 
shall  be  made  over  specified  routes.  Minimum  altitudes  shall  correspond  with  those  established  for  en  route  operation  in  the  particular  area  or  as  set  forth  below. 


Transition 

Celling  and  visibility  mlnimums 

To- 

Course  and 
distance 

Minimum 

2-engine  or  less 

More  than 
2-engine, 
more  than 
65  knots 

From— 

altitude 

(feet) 

Condition 

65  knots  More  than 
or  less  65  knots 

PROCEDURE  CANCELLED,  EFFECTIVE  18  JUNE  60  OR  UPON  DECOMMISSIONING  OF  FACILITY. 

City,  Alexandria;  State,  Minn.;  Airport  Name,  Municipal  Airport;  Elcv.,  1425';  Fac.  Class.,  BMLZ;  Ident.,  AXN;  Procedure  No.  1,  Amdt.  7;  Eff.  Date,  6  Apr.  57;  Sup.  Arndt. 

No.  6;  Dated,  27  Aug.  65  . 


PROCEDURE  CANCELLED,  EFFECTIVE  UPON  PUBLICATION  IN  THE  FEDERAL  REGISTER. 

City,  Charleston;  State,  W.  Va.;  Airport  Name,  Kanawha  County;  Elev.,  981':  Fac.  Class.,  SBRA7;  Ident.,  OIIW;  Procedure  No.  1,  Amdt  6;  Eff.  Date,  26  May  57;  Sup.  Amdt. 

No.  6;  Dated,  27  Apr.  67 


FLO-LFR . 

207—3.6 . 

1600 

300-1 

300-1 

200-33 

600-1 

500-1 

600-13^ 

- 

800-2 

800-2 

800-2 

Procedure  turn  N  side  8E  ers,  112°  Outbnd,  292°  Inbnd,  1400'  within  10  miles. 

Minimum  altitude  over  facility  on  final  approach  ers,  800'. 

Crs  and  distance,  facility  to  airport,  297°— 1.5. 

If  visual  contact  not  established  upon  descent  to  authorized  landing  mlnimums  or  if  landing  not  accomplished  within  1.5  miles,  climb  to  1600'  on  NW  crs  within  20  miles. 

Glty,  Florence;  State,  S.C.;  Airport  Name,  Florence  Airport;  Elev.,  146';  Fac.  Class.,  8BMRLZ;  Ident.,  FLO;  Procedure  No.  1,  Amdt.  6;  Eff.  Date,  18  June  60;  Sup.  Amdt. 

No.  6;  Dated,  7  June  54 


Palacios  VOR _ * _ 

PSX-LFR . 

Direct _ _ _ 

1200 

RR| 

300-1 

300-1 

400-1 

500-1 

BIB 

800-2 

800-2 

Procedure  turn  VV  side  NW  crs,  298°  Outbnd,  118°  Inbnd,  1400'  within  10  miles.  Beyond  10  miles  not  authorized. 

M  ini  mum  altitude  over  facility  on  final  approach  crs,  700'. 

Crs  and  distance,  facility  to  airport  1110— 1.6. 

If  visual  contact  not  established  upon  descent  to  authorized  landing  mlnimums  or  if  landing  not  accomplished  within  1.6  miles,  climb  to  1200'  on  SE  crs  within  20  miles. 

City,  Palacios;  State,  Tex.;  Airport  Name,  Municipal;  Elev.,  13';  Fac.  Class.,  BMRLZ;  Ident.,  PSX;  Procedure  No.  1,  Amdt.  4;  Eff.  Date,  18  June  60;  Bup.  Amdt.  No.  3; 

Dated,  30  May  69 

2.  The  automatic  direction  finding  procedures  prescribed  in  8  609.100(b)  are  amended  to  read  in  part: 

ADF  Standard  Instrument  approach  Procedure 


Bearings,  headings,  courses  and  radlals  are  magnetic.  Elevations  and  altitudes  are  in  feet  M8L.  Ceilings  are  in  feet  above  airport  elevation.  Distances  are  in  nautical 
miles  unless  otherwise  indicated,  except  visibilities  which  are  in  statute  miles. 

If  an  instrument  approach  procedure  of  the  above  type  is  conducted  at  the  below  named  airport,  it  shall  be  in  accordance  with  the  following  instrument  approach  procedure, 
unless  an  approach  is  conducted  in  accordance  with  a  different  procedure  for  such  airport  authorized  by  the  Administrator  of  the  Federal  Aviation  Agency.  Initial  approaches 
shall  be  made  over  specified  routes.  Minimum  altitudes  shall  correspond  with  those  established  for  en  route  operation  in  the  particular  area  or  as  set  forth  below. 


Transition 


Ceiling  and  visibility  mlnimums 


Course  and 
distance 

Minimum 

2-engine  or  less 

More  than 
2-engine, 

From— 

To- 

altitude 

(feet) 

Condition 

65  knots 
or  less 

More  than 
65  knots 

more  than 
65  knots 

T.OM 

2500 

T-dn.. . 

300-1 

300-1 

200-H 

500-lli 

400-1 

T.OM . . 

fill  WrrygBi 

2000 

C-dn . 

400-1 

600-1 

Int.  of  Navarre  R-3210  and  090°  bmg  to 
LOM. 

Int.  of  Navarre  R-281®  and  061°  bmg  to 
LOM. 

T.OM  _  .  _ 

Direct _ ........ 

2500 

8-dn-l . 

400-1 

400-1 

A-dn... ........ 

800-2 

800-2 

800-2 

LOW _ 

Direct _ 

2500 

Procedure  turn  E  side  of  crs  186°  Outbnd,  006°  Inbnd,  2500'  within  10  miles. 

Minimum  altitude  over  facility  on  final  approach,  2300'. 

Course  and  distance,  facility  to  airport  3.8  miles. 

If  visual  contact  not  established  upon  descent  to  authorized  landing  mlnimums  or  if  landing  not  accomplished  within  3.8  miles  after  passing  LOM  climb  to  2500'  on  heading 
of  046°  to  E  crs  of  Akron  LFR. 

Alternate  Missed  Approach:  When  directed  by  ATO,  make  a  right  climbing  turn  and  return  to  LOM  at  2500'. 


City,  Akron;  State,  Ohio;  Airport  Name,  Akron-Canton;  Elev.,  1228';  Fac.  Class.,  LOM;  ident.,  CA;  Procedure  No.  1,  Amdt.  11;  Eff.  Date,  18  June  60;  8up.  Amdt.  No.  10; 

Dated,  11  Apr.  69 
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ADF  Standard  Instrument  Approach  Procedure — Continued 


Transition 

Ceiling  and  visibility  minimums 

From— 

To- 

Course  and 
distance 

Minimum 

altitude 

(feet) 

Condition 

2-engine  or  less 

More  than 
2-engine, 
more  than 
65  knots 

65  knots 
or  less 

More  than 
65  knots 

LOM _  . 

2100 

2200 

2300 

2300 

1500 

2200 

2900 

2300 

2100 

2900 

T-dn . 

300-1 

400-1 

400-1 

800-2 

300-1 

500-1 

400-1 

800-2 

200-K 

500-1(3 

400-1 

800-2 

Int  N  crs  Charlotte  LFB  and  SW  crs  ILS.. 

LOM . 

C-dn . 

Clover  Int* _ .... _ 

Direct _ _ 

S-dn-5 . 

Ft.  Mill  VOR . 

Clover  Int* _ 

Direct _ _ 

A-dn . . 

LOM  (Finall _ _ _ 

Direct _ _ 

Clover  Int*.... _ _ _ _ _ 

LOM . 

Direct.  .  . 

LOM . 

Direct _ _ 

LOM . 

Direct _ 

LOM . 

Procedure  turn  N  side  of  SW  crs,  229°  Outbnd,  049°  Inbnd,  2300'  within  18  miles. 

Minimum  altitude  over  LOM  inbnd  final,  1800'. 

Crs  and  distance,  facility  to  airport,  049° — 4.6  mi. 

If  visual  contact  not  established  upon  descent  to  authorized  land  in*  minimums  or  if  landing  not  accomplished  within  4.6  ml  of  LOM,  climb  to  2200'  on  crs  of  049°  from 
LOM  within  20  miles  or,  when  directed  by  ATC,  turn  left,  climb  to  3000'  on  FML-VOR  R-006  to  Mt.  Holly  Int  or  turn  right,  climb  to  2100'  on  R-006  to  FML-VOR. 
•Clover  Int:  Int  R-328  FML-VOR  and  CLT-ILS  SW  crs.  (To  be  shown  on  AL  chart  only.) 

City,  Charlotte;  State,  N.O.;  Airport  Name,  Douglas;  Kiev.,  748';  Fac.  Class.,  LOM;  Ident.,  CL;  Procedure  No.  1,  Arndt.  15;  Eff.  Date,  18  June  60;  Sup.  Arndt.  No.  14;  Dated, 

16  Apr.  60 


CH8  LFR . 

LOM . 

Direct...... _ ..... 

1200 

T-dn . . . 

300-1 

300-1 

20O-H 

CHS  VOR . 

LOM . . 

Direct _ _ _ 

1200 

C-dn . 

400-1 

500-1 

500  iU 

Tucker  Int..................... _ ... _ 

LOM  (Final) . 

Direct _ _ 

1200 

S-dn-15 . 

400-1 

400-1 

400-1 

A-dn . 

800-2 

800-2 

800-2 

Procedure  turn  W  side  NW  crs,  329°  Outbnd,  149°  Inbnd,  1200'  within  10  miles. 

Minimum  altitude  over  facility  on  final  approach  crs,  1100'. 

Crs  and  distance,  facility  to  airport,  149°— 3.7  mi. 

If  visual  contact  not  established  upon  descent  to  authorized  landing  minimums  or  If  landing  not  accomplished  climb  to  2000'  on  crs  149°  within  15  miles  or,  when  directed  by 
ATC,  turn  left,  climb  to  1200'  and  return  to  LOM. 

Caution:  Tower  1049'  M8L  10  mi  8E. 

City,  Charleston;  State,  S.C.;  Airport  Name,  Charleston  AFB/Mun.;  Elev.,  45';  Fac.  Class.,  LOM;  Ident.,  CH;  Procedure  No.  1,  Amdt  4;  Efl.  Date,  18  June  60;  Sup  Arndt. 

No.  3;  Dated,  3  Jan.  59 


Columbia  LFR......... _ .... 

LOM . 

Direct _ 

1500 

T-dn . 

300-1 

300-1 

20043 

LOM  _ _ _ 

Direct.  .  _  ... 

1500 

C-dn . 

.  400-1 

500-1 

500-1 H 

LOM _ 

Direct . . . 

1500 

S-dn-5 _ ....... 

400-1 

400-1 

400-1  ' 

A-dn _ ....... 

800-2 

800-2 

800-2 

Procedure  turn  South  side  SW  crs,  226°  Outbnd.  046°  Inbnd,  1700'  within  10  mi. 

Minimum  altitude  over  facility  on  final  approach  crs,  1200'. 

Crs  and  distance,  facility  to  airport,  046°— 3.9  mi. 

If  visual  contact  not  established  upon  descent  to  authorized  landing  minimums  or  if  landing  not  accomplished  within  3.9  miles  after  passing  LOM,  climb  to  2000'  on  crs  of 
046°,  intercept  and  proceed  outbound  on  NW  crs  of  LFR  or  R-005  of  VOR  within  20  miles  or,  when  directed  by  ATC,  climb  to  2000'  on  West  then  East  crs  of  LFR  or  R-080  of 
VOR  within  20  miles. 

City,  Columbia;  State,  S.C.;  Airport  Name,  Columbia;  Elev.,  244';  Fac.  Class.,  LOM;  Ident.,  CA;  Procedure  No.  1,  Amdt.  4;  Efl.  Date,  18  June  60;  Sup.  Arndt.  No.  3;  Dated, 

20  June  59 


CVO  VOR . 

LOM . 

Direct _ 

2000 

T-dn . 

300-1 

300-1 

200 43 

Kpw  Baltimore  Tnt  . . . . 

LOM . 

Direct . . 

2300 

C-dn . 

400-1 

500-1 

500-1 ( 

LUK  LFR... . 

LOM  _  _  _ 

Direct _ ... _ 

2400 

S-dn-36* . 

400-1 

400-1 

400-1 

Bridgetown  Int-, _  ---  --  --  -  _ 

LOM . 

Direct . . 

2400 

A-dn _ 

800-2 

800-2 

800-2 

Dry  Ridge _  ...  _  _  .  _ 

Union  Int.  _  _  ..  _ 

Direct _ 

2000 

Grant  Lick.  _  ..  ...  ... 

Union  Int _ 

Direct _ 

2000 

Union  Int  _ ...  _  _ _  ...  _  _ 

LOM  (Final).  _ 

Direct.  .  _  ... 

*  1500 

Radar  terminal  area  transition  altitudes— all  bearings  are  from  the  radar  site  with  sector  azimuths  progressing  clockwise.  022°  to  106°— 2500'  within  30  ml.  106°  to  022°— 
2000' within  15  mi.  106°  to  022°— 2500' within  30  mi. 

Radar  control  will  provide  1000'  vertical  clearance  within  a  3-mile  radius  or  500'  vertical  clearance  within  a  3-  to  5-mile  (inclusive)  radius  of  1120'  obstruction  12  miles  NW 
of  airport. 

Procedure  turn  E  side  of  crs,  180°  Outbnd,  360°  Inbnd,  2000'  within  10  mi. 

Minimum  altitude  over  facility  on  final  approach  crs,  1500'. 

Crs  and  distance,  facility  to  airport,  360°— 3.9  mi. 

If  visual  contact  not  established  upon  descent  to  authorized  landing  minimums  or  if  landing  not  accomplished  within  3.9  mi  after  passing  LOM,  climb  to  2300'  on  bearing 
360°  from  LOM  to  New  Baltimore  Int  or,  when  directed  by  ATC,  make  a  left  climbing  turn,  climb  to  2300'  on  crs  of  285°  from  LMM  within  15  mi. 

City,  Covington;  State,  Ky.;  Airport  Name,  Greater  Cincinnati;  Elev.,  890';  Fac.  Class.,  LOM;  Ident.,  CV;  Procedure  No.  1,  Amdt.  12;  Eff.  Date,  4  June  60;  Sup.  Amdt.  No. 

11;  Dated,  4  June  60 


Huntington  RBn . 

LOM  _  _ 

Direct _ 

2500 

T-dn . 

300-1 

300-1 

200- V3 

Int  R-18  Airway  and  180°  brg  to  Hunting- 
ton  LOM. 

LOM.  .  ...  _ 

Direct _ _ 

2500 

C-dn . 

500-1 

500-1 

500-1 H 

S-dn-11 . 

500-1 

500-1 

500-1 

Int  V-128  Airway  and  180°  brg  to  Hunting- 
ton  LOM. 

LOM ... 

Direct . 

2500 

A-dn _ _ 

800-2 

800-2 

800-2 

Procedure  turn  South  side  of  crs,  294°  Outbnd,  114°  Inbnd,  2500'  within  10  miles. 

Minimum  altitude  over  facility  on  final  approach  crs,  2000'. 

Crs  and  distance,  facility  to  airport,  114° — 4.7  mi. 

If  visual  contact  not  established  upon  descent  to  authorized  landing  minimums  or  if  landing  not  accomplished  within  4.7  miles  after  passing  LOM,  make  a  right  climbing 
turn  and  return  to  the  LOM  at  2500'. 

Major  Change:  Redesignates  procedure  as  No.  1. 

City,  Huntington;  State,  W.  Va.;  Airport  Name,  Tri-State;  Elev.,  828';  Fac.  Class.,  LOM;  Ident.,  HT;  Procedure  No.  1,  Amdt.  1;  Efl.  Date,  18  June  60;  Sup.  Aindt.  No.  Proc. 

No.  2,  Orig.;  Dated,  26  July  58 


Saturday ,  June  11,  1960 
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ADF  Standard  Instrument  Approach  Procedure — Continued 


Transition 

Celling  and  visibility  mlnlmums 

From — 

To— 

Course  and 
distance 

Minimum 

altitude 

(feet) 

Condition 

2-engine  or  less 

More  than 
2-englne, 
more  than 
66  knots 

65  knots 
or  less 

More  than 
65  knots 

• 

T-dn _ 

300-1 

300-1 

« 

C-dn _ _ _ 

600-1 

700-1 

A-dn _ 

800-2 

800-2 

800-2 

Procedure  turn  W  side  of  crs,  197°  Inbnd,  017°  Outbnd,  2000'  within  10  mi. 

Minimum  altitude  over  facility  on  final  approach  crs,  1500'. 

Crs  and  distance,  facility  to  airport,  197—2.4. 

If  visual  contact  not  established  upon  descent  to  authorized  landing  mlnlmums  or  if  landing  not  accomplished  within  2.4  ml,  climb  to  2600'  on  a  crs  197  within  10  ml,  return 
toHTW  BH. 

Major  Change:  Redesignates  procedure  as  No.  2. 

City,  Huntington;  State,  W.  Va.;  Airport  Name,  Tri-State;  Elev.,  827';  Fac.  Class.,  BH;  Ident.,  HTW;  Procedure  No.  2,  Arndt.  1;  Eff.  Date,  3  Dec.  53;  Sup.  Arndt.  No.  Proe. 

No.  1,  Orig.;  Dated,  3  Dec.  53 


PROCEDURE  CANCELLED,  EFFECTIVE  18  JUNE  60  OR  UPON 'DECOMMISSIONING  OF  FACILITY. 

City,  Monterey;  8tate,  Calif.;  Airport  Name,  Monterey  Peninsula;  Elev.,  220';  Fac.  Class.,  MHZ;  Ident.,  NSU;  Procedure  No.  1,  Arndt.  15;  Eft.  Date,  10  Jan.  60;  Sup.  Arndt. 

No.  14;  Dated,  10  Jan.  69 


PROCEDURE  CANCELLED,  EFFECTIVE  18  JUNE  60  OR  UPON  DECOMMISSIONING  OF  FACILITY. 

City,  Orange;  State,  Mass.;  Airport  Name,  Municipal;  Elev.,  565';  Fac.  Class.,  MHW;  Ident.,  ORE.;  Procedure  No.  1,  Arndt.  Orig.;  Eft.  Date,  18  Jan.  58 

3.  The  very  high  frequency  omnirange  (VOR)  procedures  prescribed  in  §  609.100(c)  are  amended  to  read  in  part: 

VOR  Standard  Instrument  Approach  Procedure 

Bearings,  headings,  courses  and  redials  are  magnetic.  Elevations  and  altitudes  are  in  feet  M8L.  Ceilings  are  in  feet  above  airport  elevation.  Distances  are  In  nautical 
miles  unless  otherwise  indicated,  except  visibilities  which  are  in  statute  miles. 

If  an  Instrument  approach  procedure  of  the  above  type  is  conducted  at  the  below  named  airport,  it  shall  be  in  accordance  with  the  following  instrument  approach  procedure, 
unless  an  approach  is  conducted  in  accordance  with  a  different  procedure  for  such  airport  authorized  by  the  Administrator  of  the  Federal  Aviation  Agency.  Initial  approaches 
shall  be  made  over  specified  routes.  Minimum  altitudes  shall  correspond  with  those  established  for  en  route  operation  in  the  particular  area  or  as  set  forth  below. 


Transition 

Ceiling  and  visibility  minimums 

From— 

To- 

Course  and 
distance 

Minimum 

altitude 

(feet) 

Condition 

2-engine  or  less 

65  knots  More  than 
or  less  65  knots 

More  than 
2-engine, 
more  than 
65  knots 

Columbia  LFR.  .  .  _  _ 

CAE-VOR _ 

Direct.  _ 

1500 

T-dn  _ 

300-1 

600-1 

800-1 

800-2 

300-1 

800-1 

600-1 

800-2 

1 

300-H 

660-1 

600-1 

800-2 

C-dn . 

8-dn-34 . 

A-dn . . 

Procedure  turn  E  side  of  crs.  147°  Outbnd,  327°  Inbnd,  1700'  within  10  mi. 

Minimum  altitude  over  facility  on  final  approach  crs,  1200'. 

Crs  and  distance,  facility  to  airport,  327°— 5.6. 

If  visual  contact  not  established  upon  descent  to  authorized  landing  mlnlmums  or  if  landing  not  accomplished  within  5.6  ml,  climb  to  1600'  on  R-327  within  20  ml 


City,  Columbia;  State,  S.C.;  Airport  Name,  Columbia;  Elev.,  244';  Fac.  Class.,  BVOR;  Ident.,  CAE;  Procedure  No.  1,  Arndt.  5;  Eff.  Date,  18  June  60;  Sup.  Arndt.  No.  4; 

Dated,  28  May  60 


Florence  LFR _  _  .  ...  _ 

FLO-VOR _ 

1600 

T-dn  .  . 

1 

800-1 

1 

300-1 

20044 

C-dn . 

600-1 

600-1 

500-1  'A 

S-dn-23 . 

400-1 

400-1 

400-1 

|  A-dn . 

800-2 

800-2 

800-2 

Procedure  turn  N  side  crs,  054°  Outbnd,  234°  Inbnd,  1400'  within  10  ml 
Minimum  altitude  over  facility  on  final  approach  crs,  900'. 

Crs  and  distance,  facility  to  airport,  234°— 3.7. 

If  visual  contact  not  established  upon  descent  to  authorized  landing  minimums  or  if  landing  not  accomplished  within  3.7  mi,  climb  to  1300'  on  R-234  within  20  mi. 


City,  Florence;  State,  8.C.;  Airport  Name,  Florence;  Elev.,  146';  Fac.  Class.,  BVOR;  Ident.,  FLO;  Procedure  No.  1,  Arndt.  2;  Eff.  Date,  18  June  60;  8up.  Arndt.  No.  1;  Dated, 

6  June  54 


Palacios  LFR„. 


P8X-VOR. 


Direct... _ 


1200  T-dn. 
C-dn. 


A-dn _ 


300-1 

300-1 

400-1 

600-1 

’  400-1 

400-1 

800-2 

800-2  | 

200-J4 
800-1 M 
400-1 
800-2 


Procedure  turn  W  side  crs,  299°  Outbnd,  119°  Inbnd,  1400'  within  10  miles.  Beyond  10  mi  not  authorized. 

Minimum  altitude  over  facility  on  final  approach  crs,  700'. 

Crs  and  distance,  facility  to  airport,  119°— 3.4. 

If  visual  contact  not  established  upon  descent  to  authorized  landing  minimums  or  if  landing  not  accompanied  within  3.4  miles,  climb  to  1200'  on  R-I19  within  20  miles. 

City,  Palacios;  State,  Tex.;  Airport  Name,  Municipal;  Elev.,  13';  Fac.  Class.,  BVOR;  Ident.,  P8X;  Procedure  No.  1,  Arndt.  3;  EH.  Date,  18  June  60;  Sup.  Arndt.  No.  2;  Dated, 

30  May  59 
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RULES  AND  REGULATIONS 

VOR  Standaed  Instrument  Appboach  Procedure — Continued 


Transition 


Course  and 
distance 

Minimum 

altitude 

(feet) 

Condition 

2 -engine  or  less 

More  than 
2-englne, 
more  than 
65  knots 

From— 

To- 

65  knots 
or  less 

More  than 
65  knots 

C  :  v)  tjvt 

PDX-VOR. . 

Direct . 

3000 

T-dn . 

300-1 

300-1 

PDX  I.FR 

PDX-VOR . 

Direct _ _ ». _ 

3000 

C-d . 

600-1 

600-1 

Rtovonsnn  FVT  _ _ 

PDX-VOR . 

Direct _ ....... 

6000 

C-n . 

600-1 

600-1 

PDX-VOR . 

Direct _ 

A-dn . 

800-2 

800-2 

Woodland  fm  _ 

PDX-VOR . 

Direct _ 

La  Center  FM  or  Int _ 

PDX-VOR  (Final) . . 

Direct . 

2500 

* 

Gelling  and  visibility  mlnlmums 


All  fixes  within  25  mi  of  Portland  Radar  may  be  determined  by  surveillance  radar. 

Procedure  turn  W  side  of  crs,  332°  Outbnd,  162°  Inbnd,  3000'  within  8  miles.  NA  beyond  8  miles. 

Minimum  altitude  over  facility  on  final  approach  crs,  2500'. 

Crs  and  distance,  facility  to  airport,  161°— 9.1*. 

If  visual  contact  not  established  upon  descent  to  authorised  landing  minimums  or  If  landing  not  accomplished  within  9.1*  miles,  turn  right,  climbing  to  3009*  on  R-175  with¬ 
in  13  miles. 

Caution:  VOR  reception  not  available  over  the  airport  below  450'  MSL. 

•Descent  below  1000' M8L  NA  until  past  PDX-LFR  Inbnd.  If  PDX-LFR  not  received,  maintain  1000'  MSL. 

••300-1  required  on  runways  7-25, 11,  2-20. 

City,  Portland:  State,  Oreg.:  Airport  Name,  Portland  Int.;  Elev.,  23';  Fac.  Class.,  BUORTAC;  Ident.,  PDX;  Procedure  No.  1,  Arndt.  2;  Eff.  Date,  18  June  60;  Sup.  Arndt.  No. 

1;  Dated,  22  Mar.  57 


Int  R-291  Pittsburgh  VOR  and  R-040 
Wheeling  VOR. 

HLQ-VOR  (Final) . 1 

1  Direct . . 

2500  1 

T-dn . 

300-1 

300-1 

200-H 

C-dn . . 

S-dn-21 . 

600-1 

600-1 

700-1 

600-1 

700-1)4 

600-1 

A-dn . 

800-2 

800-2 

800-2 

Procedure  turn  W  side  of  crs,  040°  Outbnd,  220°  Inbnd,  3000'  within  10  miles.  NA  beyond  10  miles. 

Minimum  altitude  over  facility  on  final  approach  crs,  2500'. 

Crs  and  distance,  facility  to  airport,  220°— 5.8.  _ 

If  visual  contact  not  established  upon  descent  to  authorised  landing  minimums  or  if  landing  not  accomplished  within  5.8  miles,  climb  to  2600'  on  crs  of  222°  direct  to 
Bellaire  VOR. 

Am  Carrier  Non:  Night  operations  on  runway  9-27  and  take-offs  on  runway  9  not  authorized  for  aircraft  over  12,500  LBS  gross  weight. 

City,  Wheeling;  State,  W.  Va.;  Airport  Name,  Ohio  County;  Elev.,  1195':  Fac.  Class.,  BVOR;  Ident.,  HLQ;  Procedure  No.  1,  Arndt.  2;  Eff.  Date,  18  June  60;  Sup.  Arndt 

No.  1;  Dated,  15  May  54 

4.  The  terminal  very  high  frequency  omnirange  (TerVOR)  procedures  prescribed  in  §  609.200  are  amended  to  read  in  part: 

Terminal  VOR  Standard  Instrument  Approach  Procedure 

Bearings,  headings,  courses  and  radials  are  magnetic.  Elevations  and  altitudes  are  in  feet  MSL.  Ceilings  are  in  feet  above  airport  elevation.  Distances  are  in  nautical 
miles  unless  otherwise  indicated,  except  visibilities  which  are  in  statute  miles. 

If  an  instrument  approach  procedure  of  the  above  type  is  conducted  at  the  below  named  alrpjrt,  it  shall  be  in  accordance  with  the  following  instrument  approach  procedure, 
unless  an  approach  is  conducted  in  accordance  with  a  different  procedure  for  such  airport  authorized  by  tbe  Administrator  of  the  Federal  Aviation  Agency.  Initial  approaches 
shall  be  made  over  specified  routes.  Minimum  altitudes  shall  correspond  with  those  established  for  en  route  operation  in  the  particular  area  or  as  set  forth  below. 


Transition 

Celling  and  visibility  minimums 

From— 

To— 

Course  and 
distance 

Minimum 

altitude 

(feet) 

Condition 

2-engine  or  less 

More  than 
2-engine, 
more  than 
65  knots 

1  65  knots 
or  less 

More  than 
65  knots 

T-dn . 

300-1 

200-H 

C-dn . 

500-1 

500-1)4 

, 

S— dn— 5. ......... 

400-1 

400-1 

A-dn . . . 

800-2 

800-2 

Procedure  turn  8  side  of  crs,  230°  Outbnd,  050°  Inbnd,  1500'  within  10  miles. 

Minimum  altitude  on  final  approach  crs  until  passing  MAI  R-317, 1300'*. 

Crs  and  distance,  MAI  R-317  to  Rny  5, 050° — 4.5  mi. 

If  visiual  contact  not  established  upon  descent  to  authorized  landing  minimums  or  if  landing  not  accomplished  within  0  mile,  climb  to  1600'  on  R-017  within  20  miles. 
•If  MAI  R-317  is  not  received,  descent  below  1300'  NA. 


City,  Dothan;  8tate,  Ala.;  Airport  Name,  Municipal;  Elev.,  330';  Fac.  Class.,  BVOR;  Ident,  DHN;  Procedure  No.  TerVOR-5,  Arndt.  2;  Eff.  Date,  18  June  60;  Sup.  Arndt. 

No.  1;  Dated,  29  Aug.  59 


Radar  Vectoring  Position . 

1  Direct _ 

T-dn . 

300-1 

300-1 

200-)4 

|  Carpenter  Int  (Final)  • - 1 

C-dn . 

400-1 

500-1 

500-1)4 

S-dn-5 . 

400-1 

400-1 

400-1 

A-dn . 

800-2 

800-2 

800-2 

Radar  terminal  area  transition  altitudes— 2000'  within  20  miles;  3000'  within  25  miles. 

Radar  control  will  provide  1000'  vertical  clearance  within  a  3-mile  radius,  or  600'  vertical  clearance  within  a  3-  to  5-mile  (inclusive)  radius  of  1822'  TV  tower  17  miles  SE  of 
Raleigh-Durham  Airport.  Radar  may  be  used  to  position  aircraft  for  a  final  approach  within  5  miles  of  Carpenter  Int  with  the  elimination  of  a  procedure  turn. 

Procedure  turn  **West  side  of  crs,  240°  Outbnd,  060°  Inbnd,  2000'  within  10  mi.  Beyond  10  mi  NA. 

Minimum  altitude  over  ‘Carpenter  Int  on  final  approach  crs,  1500';  over  RDU-VOR,  #800'. 

Crs  and  distance,  ’Carpenter  Int  to  Rny  5, 060°— 3.7  mi. 

Crs  and  distance,  breakoff  point  to  Rny  5, 049° — 0.3  ml. 

If  visual  contact  not  established  upon  descent  to  authorized  landing  minimums  or  if  landing  not  accomplished  over  RDU-VOR,  climb  to  1800'  on  R-060  or,  when  directed 
by  ATC,  (1)  turn  left,  climb  to  1800'  on  R-041,  or  (2)  turn  left,  climb  to  2000'  on  R-309.  All  within  20  miles. 

•Carpenter  Int:  Int  RDU-VOR  R-240  and  148°  brg  to  RDU  LOM. 

••Procedure  turn  nonstandard  due  to  ATC  requirement. 

#Desoent  to  800'  not  authorized  unless  Carpenter  Int  is  identified  on  final. 


City,  Raleigh;  State,  N.O.;  Airport  Name,  Raleigh-Durham;  Elev.,  435';  Fac.  Class.,  BVOR;  Ident.,  RDU;  Procedure  No.  TerVOR-5,  Arndt.  Orig.;  Eff  Date,  18  June  60 


Saturday ,  June  11,  1960  FEDERAL  REGISTER 

Terminal  VOR  Standard  Instrument  Approach  Procedure — Continued 
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Transition 

Ceiling  and  visibility  minimums 

From— 

To- 

Course  and 
distance 

Minimum 

altitude 

(feet) 

Condition 

2-engine  or  less 

More  than 
2-engine, 
more  than 
65  knots 

65  knots 
or  less 

More  than 
65  knots 

Radar  Vectoring  Position _ ....... 

Sawdust*  Int  (Final) _ .............. 

1500 

T-dn 

300-1 

400-1 

400-1 

800-2 

300-1 

500-1 

400-1 

800-2 

.  200-1$ 
500-1,4 
400-1 
800-2 

C-dn . 

S-dn-23 . 

A-dn. _ _ _ 

Radar  terminal  area  transition  altitudes— 2000'  within  20  miles;  3000'  within  25  miles. 

Radar  control  will  provide  1000'  vertical  clearance  within  a  3-mile  radius,  or  500'  vertical  clearance  within  a  3-  to  5-mile  (inclusive)  radius  of  1822'  TV  tower  17  miles  SE  of 
Raleigh-Durham  Airport.  Radar  may  be  used  to  position  aircraft  for  a  Anal  approach  within  5  miles  of  Sawdust  Int  with  the  elimination  of  a  procedure  turn. 

Procedure  turn  W  side  of  ers,  038°  Outbnd,  218°  Inbnd,  1800'  within  10  mi.  Beyond  10  mi  N A. 

Minimum  altitude  over  Sawdust*  Int  on  final  approach  ers,  1500';  over  RDU-VOR,  800'#. 

Crs  and  distance,  Sawdust*  Int  to  Rny  23,  218° — 4.2  mi. 

Crs  and  distance,  breakotT  point  to  Rny  23,  229°— 0.3  mi. 

If  visual  contact  not  established  upon  descent  to  authorized  landing  minimums  or  if  landing  not  accomplished  over  RDU-VOR,  climb  to  2000'  on  R-218  or,  when  directed 
by  ATC,  turn  right,  climb  to  2000'  on  R-309  within  20  mi. 

‘Sawdust  Int:  Int  RDU-VOR  R-038  and  170°  brg  to  RDU  LFR. 

#l)escent  to  800'  msl  not  authorized  unless  Sawdust  Int  is  identified  on  final. 

City,  Raleigh;  State,  N.C.;  Airport  Name,  Raleigh-Durham;  Kiev.,  435';  Fac.  Class.,  BVOR;  Ident.,  RDU;  Procedure  No.  TcrVOR-23,  Arndt.  Orig.;  Eff.  Date,  18  June  60 

5.  The  instrument  landing  system  procedures  prescribed  in  §  609.400  are  amended  to  read  in  part: 

ILS  Standard  Instrument  Approach  Procedure 

Bearings,  headings,  courses  and  radials  are  magnetic.  Elevations  and  altitudes  are  in  feet  MSL.  Ceilings  are  in  feet  above  airport  elevation.  Distances  are  in  nautical 
miles  unless  otherw  ise  indicated,  except  visibilities  which  are  in  statute  miles. 

If  an  instrument  approach  procedure  of  the  above  type  is  conducted  at  the  below  named  airport,  it  shall  be  In  accordance  with  the  following  Instrument  approach  procedure, 
unless  an  approach  is  conducted  in  accordance  with  a  different  procedure  for  such  airport  authorized  by  the  Administrator  of  the  Federal  Aviation  Agency.  Initial  approaches 
shall  be  made  over  specified  routes.  Minimum  altitudes  shall  correspond  with  those  established  for  en  route  operation  in  the  particular  area  or  as  set  forth  below. 


Transition 

Ceiling  and  visibility  minimums 

From— 

To— 

Course  and 
distance 

Minimum 

altitude 

(feet) 

Condition 

2-engine  or  less 

More  than 
2-engine, 
more  than 
66  knots 

65  knots 
or  less 

More  than 
65  knots 

AMA-VOR . 

LOM . 

Direct . 

5000 

5000 

5000 

5300 

4800 

5000 

5000 

4900 

5300 

5300 

5300 

5000 

T-dn . 

300-1 

600-1 

200-4 

600-2 

800-1 

600-1 

200-4 

600-2 

200-4 

500-14 

200-4 

600-2 

AMA-LFR . 

LOM . 

Direct _ 

C-dn . 

Borgor  Int . . . ... _ _ _ 

LOM . 

Direct . 

8-dn-03 _ 

Bivins  Int...... _ .................... _ 

LOM . 

Direct _ _ 

A-dn _ 

LOM . 

Direct _ 

LOM . 

Direct _ .... 

Finlftv  Int.  .  _ • _ 

LOM . 

Direct _ 

LOM . 

Direct _ _ 

Plant,  Int...  _ _ 

LOM . 

Direct _ 

Sam  Int _ ........ _ ........... _ 

LOM . 

Direct............. 

LOM _ _ 

Direct _ _ 

W  Side  Int _ 

LOM . 

Direct . 

Procedure  turn  S  side  of  crs,  214°  Outbnd,  034°  Inbnd,  5000'  within  10  mi. 

Altitude  of  glide  slope  and  distance  to  approach  end  of  Rnwy  at  OM,  5000' — 5.0  mi;  at  MM,  3816'— 0.6  ml. 

Minimum  altitude  at  G.S.  interception  inbnd  on  final,  5000'. 

If  visual  contact  not  established  upon  descent  to  authorized  landing  minimums  or  if  landing  not  accomplished  climb  to  4000'  on  NE  crs  ILS  within  20  miles. 

Caution:  Towers  3094'  MSL  5  mi  SW;  3886'  MSL  4  mi  SW;  3885'  MSL  5  mi  SW  of  airport. 

City,  Amarillo;  State,  Tex.;  Airport  Name,  Amarillo  AFB/Mun.;  Elev.,  3604';  Fac.  Class,  ILS;  Ident.,  I-AMA;  Procedure  No.  IL8-3,  Arndt.  1;  Eff.  Date,  18  June  60;  Sup. 

Arndt.  No.  Orig.;  Dated  21  May  60 


Snnr  Int  _ _ _ 

Direct _ _ 

10000 

T-dn* . 

300-1 

300-1 

Vincent  Int _ ............................ 

Direct . . .... 

9000 

C-d . 

800-1 

800-1 

Black  FnrAsf  #  Int . 

Fnnnln%  Tnt  (Final). .  ...  -  ... 

Direct _ 

7600 

C-n . 

800-2 

800-2 

COS  VOR  _ 

Black  Forest#  Int..l _ _ _ 

Direct . . 

‘  -f  "  J 

A-dn . 

1000-2 

1000-2 

Ellicott  RBn . 

COS  VOR . 

Direct _ 

C08MHW  (LOM) . 

Black  Forest#  Int . 

Direct . 

9000 

Radar  terminal  area  transition  altitudes— all  bearings  are  from  the  radar  site  with  sector  azimuths  progressing  clockwise.  326°  to  030°— 8000'  within  5  ml;  9000'  within  25  ml. 
031°  to  100°— 7800'  within  10  mi;  8000'  within  20  mi;  9000'  within  25  mi.  101°  to  170°— 7300'  within  10  mi:  8000'  within  15  ml;  9000'  within  25  mi.  171°  to  325°— Unusable  sector. 
Procedure  turn  East  side  of  crs,  346°  outbnd,  166°  inbnd,  9000'  within  10  mi  of  Black  Forest  Int.  Nonstandard  due  to  terrain. 

No  glide  slope.  Minimum  altitude  over  Fannin%  Int  on  final  approach  crs,  7600'. 

Crs  and  distance,  Fannin%  Int  to  airport,  166°— 3.4  mi.  .  . 

If  visiual  contact  not  established  upon  descent  to  authorized  landing  minimums  or  if  landing  not  accomplished  within  3.4  ml  after  passing  Fannin  %  Int,  climb  to  7300'  on 
8  crs  IL8  to  LOM  or,  when  directed  by  ATC,  make  a  left  (east)  climbing  turn  to  080°.  Proceed  direct  to  Ellicott  RBn  at  8000'. 

•Takeoffs  below  300-4  NA.  400-1  required  for  takeoff  Rny.  30.  After  takeoff,  immediate  left  turn  required  for  Bny  30  and  right  turn  for  Rny  34  with  takeoff  minimums 

less  than  700-2. 

Air  Carrier  Note:  Provisions  for  reduced  visibility  not  applicable. 

Caution:  Sharply  rising  terrain  west  of  Amber  Airway  No.  3.  7190'  msl  tower  8  mi  N  of  airport;  7928'  msl  tower  14  mi  N  of  airport. 
fBlack  Forest  mt:  Int  N  crs  ILS  and  COS  R-270. 

%Fannin  Int:  Int  N  crs  ILS  and  COS  R-211. 

City,  Colorado  Springs;  8tate,  Colo.;  Airport  Name,  Peterson  Field;  Elev.,  6172';  Fac.  Class.,  ILS;  Ident.,  I-OOB;  Procedure  No.  IL8-IT,  Arndt.  Orig.;  Eff.  Date,  18  June  60 
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RULES  AND  REGULATIONS 

IL8  StaNdaed  Instrument  Apphoach  Procedure — Continued 


Transition 

Celling  and  visibility  minimums 

From— 

To- 

Course  and 
distanoe 

Minimum 

altitude 

(feet) 

Condition 

2-englne  or  less 

More  than 
2-cngine, 
more  than 
65  knots 

65  knots 
or  less 

More  than 
65  knots 

LOM . 

Direct _ . _ 

1500 

1500 

1500 

T-dn . 

300-1 

400-1 

200-}$ 

600-2 

300-1 

500-1 

200-}$ 

600-2 

200-)$ 
500-1 H 
200-}$ 
600-2 

LOM . 

C-dn . 

LOM . 

S -dll-5* _ 

A-dn _ _ 

Procedure  turn  S  side  SW  crs,  226°  Outbnd,  040°  Inbnd,  1700'  within  10  mi. 

Minimum  altitude  at  G.S.  int  inbnd,  1500'. 

Altitude  of  0.8.  and  distance  to  appr  end  of  my  at  OM  1440—3.9,  MM  402—0.5. 

If  visuul  contact  not  established  u|»n  descent  to  authorized  landing  minimums  or  if  landing  not  accomplished  climb  to  2000'  on  crs  of  046°,  intercept  and  proceed  outbound 
on  N  W  crs  of  LFR  or  R-005  of  VOR  within  20  mi  or,  when  directed  by  ATC,  climb  to  2000'  on  West  then  East  crs  of  LFR  or  R-080  of  VOR  within  20  miles. 

*4QO-}4  required  when  glide  slope  not  utilized. 

City,  Columbia;  State,  S.C.;  Airport  Name,  Columbia;  Elev.,  244';  Fac.  Class.,  ILS;  Ident.,  I-C  AE;  Procedure  No.  ILS-5,  Amdt.  4;  Eff.  Date,  18  June  60;  Sup.  Amdt.  No.  3; 

Dated,  20  June  59 


LOM . 

Direct _ _ _ 

2500 

T-dn . 

300-1 

300-1 

200-}$ 

Int  R-18  Atrway  and  180°  brg  to  Huntington 
LOM. 

Int  V-128  Airway  and  180°  brg  to  Hunting- 
ton  LOM. 

LOM . 

Direct _ 

2500 

C-dn . 

500-1 

500-1 

soo-ifc 

LOM . 

Direct _ .... _ 

2500 

S-dn-11 . 

A-dn . 

400-1 

800-2 

400-1 

800-2 

400-1  " 
800-2 

Procedure  turn  South  side  of  crs,  294°  Outbnd,  114°  Inbnd.  2500'  within  10  mi. 

Minimum  altitude  over  facility  on  final  approach  crs,  2000'  over  LOM. 

Crs  and  distance,  facility  to  airport,  114°— 4.7  mi. 

If  visual  contact  not  established  upon  descent  to  authorized  landing  minimums  or  if  landing  not  accomplished  within  4.7  miles  after  passing  LOM,  make  a  right  climbing 
turn  and  return  to  the  LOM  at  2500'. 

Norr  No  glide  slope.  Procedure  based  on  localizer— LOM  and  LMM. 

City,  Huntington;  State,  W.  Va.;  Airport  Name,  Tri-State;  Elev.,  828';  Fac.  Class.,  ILS;  Ident.,  HTS;  Procedure  No.  ILS-11,  Amdt.  1;  Ell.  Dote,  18  June  GO;  Sup.  Amdt.  No. 

Orig.;  Dated  26  July  58 


LOM  _ 

Direct . 

1800 

T-dn . 

300-1 

200-}$ 

Little  Rock  VOR  . 

LOM . 

Direct _ ......... 

1800 

C-dn _ 

600-1 

600-1)$ 

LOM . 

Direct _ 

1800 

8-dn-4 . 

200-}$ 

200-}$ 

LOM  _ 

Direct _ 

1900 

A-dn . . 

000-2 

600-2’ 

LOM . 

Direct _ _ 

1800 

Mahelvnte  Int  . .  . 

LOM  ( Final  1 _ 

Direct _ 

1800 

Bauxile  Int  _  . 

SW  crs  ILS..... _ ... _ _ _ _ 

010—2.3 . 

1800 

■  ■ 

Procedure  turn  N  skle  SW  crs,  220°  Outbnd,  040*  Inbnd,  1800'  within  10  ml.  (nonstandard  due  to  traffic). 

Minimum  altitude  at  G.S.  int  inbnd,  1800'.  « 

Altitude  of  G.8.  and  distance  to  approach  end  of  my  at  OM  1800 — 4.6,  at  MM  500—0.6. 

If  visual  contact  not  established  upon  descent  to  authorized  landing  minimums  or  if  landing  not  accomplished  cilmb  to  1800'  on  NE  crs  ILS  (040)  within  20  miles  or,  when 
directed  by  ATC,  (1)  turn  right,  climb  to  1500'  and  proceed  to  VOR  or  LFR,  or  (2)  turn  right,  climb  to  1600'  on  R-055  within  20  mi. 

Notes:  300-1  required  for  takeoff  Runways  17,  35,  32.  400-1  required  when  G.S.  not  used. 

City,  Little  Rock;  State,  Ark.;  Airport  Name,  Adams  Field;  Elev.,  257';  Fac.  Class.,  ILS;  Ident.,  I-UT;  Procedure  No.  ILS-4,  Amdt.  5;  Eff.  Date,  18  June  60;  Sup.  Amdt. 

No.  4;  Dated,  26  Sept.  59 


Salinas  VOR . 

LMM . 

4000 

T-dn . 

300-1 

300-1 

300-M 

Davenport  Int  ...  _  _  ...  _  . 

LOM _ 

Direct . 

2000 

8-dn-10# . 

300-J* 

m-H 

300-)$ 

NSU-RBn  . 

LOM 

1800 

C-d . 

700-2 

700-2 

700-2 

C-n . 

700-3 

700-3 

700-3 

A-d . 

700-2 

700-2 

700-2 

A-n . 

700-3 

700-3 

700-3 

Procedure  turn  South  side  of  W  era,  276°  Outbnd,  096°  Inbnd,  1700'  within  10  mi.  Beyond  10  mi  NA. 

Minimum  altitude  at  G.S.  int  inbnd,  1700'. 

-  Altitude  of  G.S.  and  distance  to  approach  end  of  my  at  LOM,  1630'— 4.1  mi;  at  MM,  370'— 0.5  ml. 

If  visual  contact  not  established  upon  descent  to  authorized  landing  minimums  or  If  landing  not  accomplished  within  0.0  mile  after  passing  LMM  make  Immediate  left 
climbing  turn  and  climb  to  1800'  to  LOM. 

Caution:  Circling  mtntnuuns  do  not  provide  standard  clearance  over  terrain  south  of  airport.  All  maneuvering  for  circling  approaches  must  be  accomplished  north  of 
localizer  coarse. 

Note:  Provisions  for  use  with  inoperative  components  not  applicable. 

Aik  Carrier  Note:  No  reductions  in  visibility  minimums  authorized,  except  for  takeoff  on  Rnwy  28. 

#700-1}$  required  without  glide  slope. 

City,  Monterey;  State,  Calif.;  Airport  Name,  Monterey  Peninsula;  Elev.,  220':  Fac.  Class.,  ILS:  Ident.,  I-MRY;  Procedure  No.  IL8-10,  Amdt.  6;  Eff.  Date,  18  June  60;  Sup. 

Amdt.  No.  4;  Dated,  16  Jan.  60 


PROCEDURE  CANCELLED,  EFFECTIVE  UPON  PUBLICATION  IN  THE  FEDERAL  REGISTER. 

City,  Philadelphia;  State,  Pa.;  Airport  Name,  International;  Slav.,  10';  Fac.  Class.,  ILS;  Ident.,  PHL;  Procedure  No.  2,  Amdt.  Orlg.;  Eff.  Date,  16  Sept.  55 


Condition 


T-dnl. 


300-^ 

600-1’ 

000—2 

500-1 


Unusable 


800-2 


800-2 


Transition 


2-engine  or  less 


Condition 


Minimum 

altitude 

(feet) 


From — 


Course  and 
distance 


65  knots 
or  less 


More  than 
65  knots 


Radar  site. 
Radar  site. 
Radar  site. 


oeo°-m° 

195°-273°. 

274°-049°. 


300-1 

300-1 


Ceiling  and  visibility  minim  urns 


More  than 
2-englne, 
more  than 
65  knots 


To- 


Within: 
15  mi. 
25  mi. 
25  ml. 


FEDERAL  REGISTER 


Saturday ,  June  11,  1960 


Radar  terminal  area  transition  altitudes— All  bearings  are  from  the  radar  site  with  sector  azimuths  progressing  clockwise. 

If  visual  contact  not  established  upon  descent  to  authorized  landing  minimums  or  if  landing  not  accomplished— 

Runway  02:  Make  left  turn,  climb  340°  era  to  6000'  within  20  mi.  or,  when  directed  by  ATO,  make  right  turn,  climb  outbound  030°  ere  to  7000'  within  20  ml. 

Runway  20:  Make  left  turn,  climb  outbound  140°  ere  to  6000'  within  15  ml.  or,  when  directed  by  ATO,  climb  outbound  200°  ere  to  7000'  within  20  mi. 

Precision  approach  to  be  conducted  in  accordance  with  U8AF  OOA  Standard  Instrument  Approach. 

City,  Great  Falls:  State,  Mont.;  Airport  Name,  Malmstrom  AFB;  Kiev.,  3525';  Fac.  Class.,  Maimstrom  AFB;  Ident.,  Radar;  Procedure  No.  1;  Arndt.  1;  Iff.  Date,  18  June  60; 

Sup.  Arndt.  No.  Orig.;  Dated,  10  Oct.  60 

These  procedures  shall  become  effective  on  the  dates  indie  ated  on  the  procedures. 

(Secs.  818(a),  807(c).  72  Stat.  752,  749;  49  U.8.C.  1854(a).  1348(o)) 

Issued  in  Washington,  D.C.,  on  May  19, 1960. 

B.  Putnam, 

Acting  Director,  Bureau  of  Flight  Standards. 

[PR.  Doc.  00-4721;  Plied,  June  10, 1960;  8:45  a  m.] 
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Radar  terminal  area  maneuvering  sectors  and  altitudes 


Ceiling  and  visibility  minimums 
2-engine  or  less 


2-engine  or  less  More  than 

_  2-engine, 

more  than 

65  knots  More  than  65  knots 

or  less  65  knots 


From  To  Dist.  Alt.  Dist.  Alt.  Dist.  Alt.  Dist.  Alt.  Dist.  Alt.  Dlst.  Alt 


25  9000 

25  90<X) 


Surveillance  approach 


8000 


300-1  300-1 
600-1  600-1 
600-2  600-2 
600-1  600-1 


C-d . 

C-n . 

8 -dn-21,  30, 
and  35. 

A -tin . 


Radar  terminal  area  transition  altitudes— all  bearings  are  from  the  radar  site  with  sector  atimuths  progressing  clockwise. 

If  visual  contact  not  established  upon  descent  to  authorized  landing  minimums  or  if  landing  not  accomplished — 

Runway  21:  Make  left  climbing  turn  to  080°,  climb  to  8000',  proceed  to  Ellicott  MHW. 

Runway  30,  35:  Make  right  climbing  turn  to  080°,  climb  to  8000',  proceed  to  Ellicott  MHW  or,  when  directed  by  ATC,  make  right  climbing  turn,  climb  to  7300',  pro¬ 
ceed  to  COS  MHW. 

Caution:  Sharply  rising  terrain  west  of  Amber  Airway  No.  3.  7190'  m.s  1.  tower  8  ml  N  of  airport;  7923'  m.s.l.  tower  14  mi  N  of  airport. 

#Air  Carrier  Note:  Takeoffs  below  300-*4  not  authorized;  400-1  required  for  takeoff  Rnwy  30;  after  takeoff,  immediate  left  turn  required  for  Rnwy  30  and  right  turn  for 
Rnwy  35  with  minimums  less  than  700-2. 

City,  Colorado  Springs;  State,  Colo.;  Airport  Name,  Peterson  Field;  Kiev.,  6172';  Fac.  Class.,  Colorado  Springs;  Ident.,  Radar;  Procedure  No.  1,  Arndt.  2;  Eff.  Date,  18  June  60; 

Sup.  Arndt.  No.  1;  Dated,  12  Sept.  59 

Radar  Standard  Instrument  Approach  Procedure 

Bearings,  headings,  courses  and  redials  are  magnetic.  Elevations  and  altitudes  are  in  feet,  MSL.  Ceilings  are  in  feet  above  airport  elevation.  Distances  are  In  nautical 
miles  unless  otherwise  indicated,  except  visibilities  which  are  in  statute  miles. 

If  a  radar  instrument  approach  is  conducted  at  the  below  named  airport,  it  shall  be  in  accordance  with  the  following  instrument  procedure,  unless  an  approach  is  conducted 
in  accordance  with  a  different  procedure  for  such  airport  authorized  by  the  Administrator  of  the  Federal  Aviation  Agency.  Initial  approaches  shall  be  made  over  specified 
routes.  Minimum  altitude(s)  shall  correspond  with  those  established  for  cn  route  operation  In  the  particular  area  or  as  set  forth  below.  Positive  identification  must  be  estab¬ 
lished  with  the  radar  controller.  From  initial  contact  with  radar  to  final  authorized  landing  minimums,  the  instructions  of  the  radar  controller  are  mandatory  except  when  (A) 
visual  contact  is  established  on  final  approach  at  or  before  descent  to  the  authorized  landing  minimums,  or  (B)  at  pilot’s  discretion  if  it  appears  desirable  to  discontinue  the 
approach,  except  when  the  radar  controller  may  direct  otherwise  prior  to  final  approach,  a  missed  approach  shall  be  executed  as  provided  below  when  (A)  communication  on  final 
approach  is  lost  for  more  than  5  seconds  during  a  precision  approach,  or  for  more  than  30  seconds  during  a  surveillance  approach;  (B)  directed  by  radar  controller;  (O)  visual 
contact  is  not  established  upon  descent  to  authorized  landing  minimums;  or  (D)  if  landing  is  not  accomplished. 


6.  The  radar  procedures  prescribed  in  S  609.500  are  amended  to  read  in  part: 

-  Rada*  Standard  Instrument  Approach  Procidur* 

Bearings,  headings,  course#  and  redials  are  magnetic.  Elevations  and  altitudes  are  in  feet,  MSL.  Ceilings  are  In  feet  above  airport  elevation.  Distances  are  In  nautical 
miles  unless  otherwise  indicated,  except  visibilities  which  are  in  statute  miles. 

If  a  radar  instrument  approach  is  conducted  at  the  below  named  airport,  it  shall  be  In  accordance  with  the  following  Instrument  procedure,  unless  an  approach  Is  conducted 
in  accordance  with  a  different  procedure  for  such  airport  authorized  by  the  Administrator  of  the  Federal  Aviation  Agency.  Initial  approaches  shall  be  made  over  specified 
routes.  Minimum  altitude(s)  shall  correspond  with  those  established  for  en  route  operation  in  the  particular  area  or  as  set  forth  below.  Positive  Identification  must  be  estab¬ 
lished  with  the  radar  controller.  From  initial  contact  with  radar  to  final  authorized  landing  minimums,  the  instructions  of  the  radar  controller  are  mandatory  except  when  (A) 
visual  contact  Is  established  on  final  approach  at  or  before  descent  to  the  authorized  landing  minimums,  or  (B)  at  pilot’s  discretion  if  it  appears  desirable  to  discontinue  the 
approach,  except  when  the  radar  controller  may  direct  otherwise  prior  to  final  approach,  a  missed  approach  shall  be  executed  as  provided  below  when  (A)  communication  on  final 
approach  is  lost  for  more  than  6  seconds  during  a  precision  approach,  or  for  more  than  30  seconds  during  a  surveillance  approach;  (B)  directed  by  radar  controller;  (O)  visual 
contact  Is  not  established  upon  descent  to  authorized  landing  minimums;  or  (D)  If  landing  is  not  accomplished. 
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RULES  AND  REGULATIONS 


Title  46— SHIPPING 

Chapter  I— Coast  Guard,  Department 
of  the  Treasury 

SUBCHAPTER  N — EXPLOSIVES  OR  OTHER  DAN¬ 
GEROUS  ARTICLES  OR  SUBSTANCES  AND 
COMBUSTIBLE  UOUIDS  ON  BOARD  VESSELS 

[CGFR  60-33] 

PART  146— TRANSPORTATION  OR 
STORAGE  OF  EXPLOSIVES  OR 
OTHER  DANGEROUS  ARTICLES  OR 
SUBSTANCES,  AND  COMBUSTIBLE 
LIQUIDS  ON  BOARD  VESSELS 

Miscellaneous  Amendments  Respect¬ 
ing  Dangerous  Cargoes 

Pursuant  to  the  notice  of  proposed 
rule  making  published  in  the  Federal 
Register  on  February  18,  1960  (25  F.R. 
1440-1448) ,  and  Merchant  Marine  Coun¬ 
cil  Public  Hearing  Agenda  dated  April  4, 
1960  (CG-249),  the  Merchant  Marine 
Council  held  a  Public  Hearing  on  April  4, 
1960,  for  the  purpose  of  receiving  com¬ 
ments,  views,  and  data.  The  proposals 
considered  were  identified  as  Items  I 
through  XII,  inclusive,  and  Item  XI  con¬ 
tained  proposed  requirements  regarding 
dangerous  cargoes. 

This  document  is  the  fourth  of  a  series 
covering  the  regulations  and  actions 
considered  at  the  April  4,  1960  Public 
Hearing  and  annual  session  of  the  Mer¬ 
chant  Marine  Council.  The  first  docu¬ 
ment,  CGFR  60-30,  contains  the  require¬ 
ments  based  on  Item  I  regarding  radar 
observers  required  on  radar  equipped 
vessels.  The  second  document,  CGFR 
60-31,  contains  the  requirements  based 
on  Item  XII  regarding  commitment  of 
employment  and  stability  standards  for 
passenger  vessels  of  unusual  designs. 
The  third  document,  CGFR  60-32,  con¬ 
tains  the  requirements  based  on  Item  X 
regarding  storage  of  bulk  ore  cargoes. 
These  documents  were  published  in  the 
Federal  Registers  dated  May  6  and  12, 
1960. 

This  document  contains  the  final  ac¬ 
tions  taken  with  respect  to  the  proposed 
changes  in  Item  XI  regarding  the  trans¬ 
portation  or  stowage  of  dangerous  car¬ 
goes.  On  the  basis  of  information  re¬ 
ceived  changes  were  made  in  46  CFR 
146.22-1  and  146.22-100. 

The  provisions  of  R.S.  4472,  as 
amended  (46  U.S.C.  170),  require  that 
the  land  and  water  regulations  govern¬ 
ing  the  transportation  of  dangerous 
cargo  articles  or  substances  shall  be  as 
nearly  parallel  as  practical.  The  pro¬ 
visions  in  46  CFR  146.02-18  and  146.02- 
19  make  the  Dangerous  Cargo  Regula¬ 
tions  applicable  to  all  shipments  of 
dangerous  cargoes  by  vessels.  The  In¬ 
terstate  Commerce  Commission  in  Or¬ 
ders  Nos.  41,  41A,  and  42  has  made 
changes  in  the  ICC  regulations  with  re¬ 
spect  to  the  definitions,  descriptive 
names,  classifications,  specifications  of 
containers,  packing,  marking,  labeling, 
and  certification,  which  are  now  in  ef¬ 
fect  for  land  transportation.  Various 
amendments  to  the  Dangerous  Cargo 
Regulations  in  46  CFR  Part  146  have 


been  included  in  this  document  in  order 
that  these  regulations  governing  water 
transportation  of  certain  dangerous  car¬ 
goes  will  be  a s  nearly  parallel  as  prac¬ 
ticable  with  the  regulations  of  the  Inter¬ 
state  Commerce  Commission  which 
govern  the  land  transportation  of  the 
same  commodities.  For  those  changes  in 
46  CFR  Part  146,  which  involved  changes 
other  than  shippers’  requirements,  the 
proposed  amendments  were  considered 
at  the  Merchant  Marine  Council  Public 
Hearing  held  on  April  4,  1960. 

The  amendments  to  46  CFR  Part  146, 
which  were  not  described  in  the  Federal 
Register  of  February  18,  1960  (25  FR. 
1447,  1448),  are  considered  to  be  in¬ 
terpretations  of  law,  or  revised  require¬ 
ments  to  agree  with  existing  ICC  regu¬ 
lations,  or  relaxations  of  previous  re¬ 
quirements,  or  editorial  in  nature,  and 
it  is  hereby  found  that  compliance  with 
the  Administrative  Procedure  Act  (re¬ 
specting  notice  of  proposed  rule  making, 
public  rule  making  procedure  thereon, 
and  effective  date  requirements  thereof) 


Subpart — Shippers’  Requirements  Re: 

Packing,  Marking,  Labeling,  and 

Shipping  Papers 

Section  146.05-5  is  amended  by  adding 
a  new  paragraph  (h)  to  read  as  follows: 

§  146.05— S  I.C.C.  specification  contain¬ 
ers. 

•  •  •  •  • 

(h)  Where  the  regulations  limit  the 
gross  weight  of  I.C.C.  speciflcatiofi  port¬ 
able  tanks  to  8,000  pounds,  these  porta¬ 
ble  tanks  of  gross  weight  not  over  20,000 
pounds  may  be  used  provided  the  lifting 
gear  used  to  load  and  discharge  the  tank 


is  unnecessary  with  respect  to  such 
changes. 

By  virtue  of  the  authority  vested  in 
me  as  Commandant,  United  States  Coast 
Guard,  by  Treasury  Department  Orders 
120,  dated  July  31,  1950  (15  F.R.  6521), 
167-14,  dated  November  26,  1954  (19 
F.R.  8026) ,  and  CGFR  56-28,  dated  July 
24,  1956  (21  F.R.  5659),  to  promulgate 
regulations  in  accordance  with  the 
statutes  cited  with  the  regulations  below, 
the  following  amendments  are  pre¬ 
scribed  and  shall  become  effective  on 
July  1,1960: 

Subpart — List  of  Explosives  or  Other 
Dangerous  Articles  Containing  the 
Shipping  Name  or  Description  of 
Articles  Subject  to  the  Regulations 
in  This  Subchapter 
§  146.04—5  [Amendment] 

Section  146.04-5  List  of  explosives  and 
other  dangerous  articles  and  combustible 
liquids,  is  amended  by  adding  and  chang¬ 
ing  certain  items  as  follows: 


is  of  sufficient  capacity  to  safely  handle 
the  weight.  In  addition  to  other  mark¬ 
ings  required,  the  portable  tanks  shall 
be  marked  with  the  gross  weight  and  the 
legend  “Use  heavy  lift.” 

Subpart — Detailed  Regulations 
Governing  Explosives 

1.  Section  146.20-3  is  amended  by 
changing  paragraph  (q)  to  read  as  fol¬ 
lows: 

§  146.20-3  Prohibited  or  not  permitted 
explosives. 

•  •  •  •  • 

(q)  New  explosives  except  samples  for 
laboratory  examination  and  military  ex- 


Article 


Classed  as 

- 

Label  required  * 

a  a 

Not  nermitted 

• 

*  a 

• 

Inf.  S.... 

a 

a  a 

Yellow. 

• 

a 

Cor.  L... 

a 

a  * 

White. 

• 

a 

Inf.  0..__ 

a 

•  • 

Red  gas. 

*  • 

• 

a 

Expl.  B__ 

• 

• 

a 

Exnl.  C__ 

a 

*  • 

• 

a  a 

Noninf.  O 

• 

•  • 

Green  gas. 

a  a 

Poison. 

• 

a 

a 

a 

• 

a 

Inf.  L-... 

a 

• 

•  * 

Red. 

• 

a 

Pois.  A... 

a 

• 

a  * 

Poison  gas. 

a  a 

Red  gas. 

•  * 

• 

a 

Inf.  a.... 

a 

a 

• 

• 

a 

a 

• 

a 

Exnl.  C_. 

• 

a 

•  9 

• 

•  * 

No  restrictions 

a 

9  9 

• 

a 

Oxy.  M.. 

a 

a 

9  9 

Yellow. 

• 

w  a 

Comb.  L 

a 

a 

•  • 

• 

a 

Inf.  _ 

a 

• 

•  • 

Red. 

• 

a  a 

No  restrictions 

a 

•  • 

• 

• 

Oxy.  M_. 

a 

* 

9  9 

Yellow. 

• 

• 

Oxy. 

a 

• 

9  9 

Yellow. 

• 

a 

a 

•  • 

• 

Items  added 


Chlorine  dioxide  hydrate,  frozen . . . . . . . . 

•  *  »  •  • 

Decaborane ......... _ _ _ _ _ _ _ 

•  •  •  •  • 

Di  iso  octyl  acid  phosphate... . . . . . 

*  »  •  •  O 

Dispersant  gas,  N.O.S . . . . . . 

•  *  •  »  • 

Explosive  power  device,  Class  B . . . 

Fuse,  mild  detonating  metal  clad  (see:  Mild  detonating  fuse,  metal 
clad). 

B  B  B  B  • 

Hexafluoropropylcne . . . . . . . . 

•  •  *  •  • 

Methyl  bromide  and  nonflammable,  nonliquefied  compressed  gas 
mixture,  liquid. 

•  a  •  a  • 

Monoothylamine  (ethylamine).. . . . . 

•Organic  phosphates,  N.O.8.  mixed  with  compressed  gas . 

m  *  *  •  • 

Refrigerant  gas,  N.O.S . . . . . . . 


Items  changed 

•  •  •  •  • 

Explosive  power  device,  Class  C  (see:  Explosive  cable  cutters) - 

a  a  a  a  a 

Lead  cyanide  (sec:  Cyanide  of  Lead) . . . . . 

•  •  •  •  * 

Nltro  carbo  nitrate......... . . . . . 

•  •  •  •  • 

•Resin  solution  (resin  compound,  liquid).. . . . . . . 

***** 

•Resin  solution  (resin  compound,  liquid) . . . . . . 

B  B  B  B  B 

Zinc  cyanide  (see:  Cyanide  erf  Zinc) . . . 

***** 

Zinc  nitrate  (see:  Nitrates,  N.O.8.) . 

•  a  a  a  a 

Zirconium  nitrate  (see:  Nitrates,  N.O.8.) . . . . . 


t  Unless  otherwise  exempt  by  the  provisions  of  the  detailed  regulations. 
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§  146.21—30  Stowage  of  inflammable 
liquids  with  explosives  and  other 
dangerous  articles. 


plosives  approved  by  the  Chief  of  Ord¬ 
nance,  Department  of  the  Army;  Chief, 
Bureau  of  Naval  Weapons,  Department 
of  the  Navy;  or  Commander,  Air  Ma¬ 
terial  Command,  Department  of  the  Air 
Force.  All  other  new  explosives  must  be 
approved  for  transportation  by  the  In¬ 
terstate  Commerce  Commission. 

2.  Section  146.20-9  is  amended  by  add¬ 
ing  a  new  paragraph  (f)  as  follows: 

§  146.20—9  Class  B  explosives. 


(f)  Explosive  power  devices,  class  B, 
are  devices  designed  to  operate  ejecting 
apparatus  or  other  mechanisms  by 
means  of  a  propellant  explosive,  class  B, 
and  differ  from  explosive  power  devices, 
class  C,  in  that  they  contain  larger  or 
more  powerful  propellants.  The  devices 
must  not  rupture  on  functioning  and 
must  be  of  a  type  approved  by  the  Inter¬ 
state  Commerce  Commission.  Explosive 
power  devices,  class  B,  must  not  be 
shipped  with  igniters  assembled  therein 
unless  shipped  by,  for,  or  to  the  Depart¬ 
ments  of  the  Army,  Navy,  and  Air  Force 
of  the  United  States  Government. 

3.  Section  146.20-11  is  amended  by 
revising  paragraph  (a) ,  but  not  the  sub- 
paragraphs  (1)  to  (3),  inclusive,  and 
paragraph  (aa)  to  read  as  follows: 

§  146.20—11  Class  C  explosives.  ' 
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permanganate,  peroxide,  nitro  carbo  ni¬ 
trate,  or  a  nitrate  that  yields  oxygen 
readily  to  stimulate  the  combustion  of 
organic  matter.  Such  definitions  are 
binding  upon  all  shippers  making  ship¬ 
ments  of  inflammable  solids  and  oxidiz¬ 
ing  materials  by  common  carrier  vessels 
engaged  in  interstate  or  foreign  com¬ 
merce  by  water.  These  definitions  are 
accepted  and  adopted  and  form  part  of 
the  regulations  in  this  subchapter  apply¬ 
ing  to  all  shippers  making  shipment  of 
inflammable  solids  and  oxidizing  mate¬ 
rials  by  any  vessel,  and  shall  apply  to  the 
owners,  charterers,  agents,  master,  or 
other  person  in  charge  of  a  vessel  and  to 
other  persons,  transporting,  carrying, 
conveying,  storing,  stowing  or  using  in-, 
flammable  solids  or  oxidizing  materials 
on  board  any  vessel  subject  to  R.S.  4472, 
as  amended  (46  U.S.C.  170),  and  the 
regulations  in  this  subchapter. 

2.  Section  146.22-10  is  amended  by 
changing  paragraphs  (e)  and  (g)  to  read 
as  follows: 

§  146.22—10  Stowage  of  inflammable 
solids  with  explosives  and  other 
dangerous  articles, 

•  *  •  •  • 

(e)  Inflammable  solids  shall  not  be 
stowed  in  the  same  hold  or  compartment 
over  cylinders  of  non-inflammable  com¬ 
pressed  gases. 

•  •  •  •  • 

(g)  Inflammable  solids  shall  not  be 
stowed  in  the  same  hold  or  compartment 
with  cotton,  nor  in  the  hold  or  compart¬ 
ment  above  or  below  one  containing 
cotton. 

3.  Section  146.22-15  is  amended  by 
changing  paragraphs  (b),  <h),  and  (j) 
to  read  as  follows : 

§  146.22—15  Stowage  of  oxidizing  ma¬ 
terials  with  explosives  and  other 
dangerous  articles. 

*  •  ♦  •  •  * 

(b)  Nitro  carbo  nitrate  may  be  stowed 
In  the  same  hold  or  compartment  with 
magazines  containing  dynamite,  com¬ 
mercial  boosters  and/or  other  non¬ 
priming,  non-initiating  types  of  ex¬ 
plosives  compatible  with  dynamite 
provided  the  nitro  carbo  nitrate  is 
packaged  in  strong  metal  cans,  metal  or 
fiber  drums,  barrels,  kegs,  or  wooden  or 
fiberboard  boxes  with  non-combustible 
inside  containers. 

•  •  •  *  * 

(h)  Oxidizing  materials  shall  not  be 
stowed  in  the  same  hold  or  compartment 
over  cylinders  of  non-inflammable  com¬ 
pressed  gases. 

*  *  •  •  • 

(j)  Oxidizing  materials  shall  not  be 
stowed  in  the  same  hold  or  compartment 
with  cotton,  nor  in  the  hold  or  compart¬ 
ment  above  or  below  one  containing 
cotton. 

4.  Section  146.22-25  is  amended  by  re¬ 
vising  paragraph  (b)  and  adding  entries 
to  paragraph  (d)  to  read  as  follows: 

§  146.22-25  Exemptions  for  inflam¬ 
mable  solids  and  oxidizing  materials, 

(b)  Liquid  or  solid  organic  peroxides, 
except  acetyl  benzoyl  peroxide,  solid,  and 
benzoyl  peroxide,  are,  unless  otherwise 


provided,  exempt  from  specification 
packaging,  marking  other  than  name  of 
oontents,  and  labeling  requirements, 
when  packed  in: 

(1)  Strong  outside  containers  having 
not  over  1  pint  or  1  pound  net  weight 
of  the  material  in  any  one  outside  pack¬ 
age  with  inside  containers  securely 
packed  and  cushioned  with  incombus¬ 
tible  cushioning  material. 

(2)  Strong  outside  containers  having 
not  more  than  24  inside  fiberboard  con¬ 
tainers  each  containing  not  more  than 
70  chemically  resistant  closed  plastic 
tubes  having  fluid  capacity  not  over  one- 
sixth  ounce  each  and  securely  packed  in 
incombustible  cushioning  material.  No 
one  inside  fiberboard  container  shall 
have  more  than  1  pint  of  liquid. 

•  •  *  *  • 

(d)  •  •  • 

Chlorine  dioxide  hydrate,  frozen. 

•  •  •  •  • 

Decaborane. 

5.  Section  146.22-30  is  amended  by  re¬ 
vising  paragraphs  (a)  and  (e)  to  read 
as  follows: 

§  146.22—30  Authorization  to  load  or 
discharge  ammonium  nitrate  and 
ammonium  nitrate  fertilizers. 

<a)  Ammonium  nitrate,  ammonium 
nitrate  fertilizers  and  fertilizer  mixtures 
packaged  in  paper  bags  or  other  com¬ 
bustible  containers,  except  those  types 
exeifipt  by  this  section,  in  amounts  ex¬ 
ceeding  the  1,000  pound  test  sample 
required  by  paragraph  (e)  of  this  sec¬ 
tion  shall  not  be  laden  on  or  discharged 
from  any  vessel  at  any  point  or  place 
in  the  United  States,  its  territories  or 
possessions  not  including  the  Panama 
Canal  Zone,  until  a  permit  authorizing 
such  loading  or  discharging  has  been  ob¬ 
tained  by  the  owner,  agent,  charterer, 
master  or  person  in  charge  of  the  vessel 
from  the  Coast  Guard  District  Com¬ 
mander  or  other  officer  designated  by  the 
Commandant  of  the  United  States  Coast 
Guard  for  such  purpose.  The  Coast 
Guard  officer  issuing  the  permit  shall 
satisfy  himself  that  no  local  regulations 
or  rules  will  be  violated  by  the  issuance 
of  such  permit.  This  permit  require¬ 
ment  shall  not  apply  to  ammonium  ni¬ 
trate,  ammonium  nitrate  fertilizers  and 
fertilizer  mixtures  loaded  in  railroad  or 
highway  vehicles  offered  for  transpor¬ 
tation  on  board  vessels  under  the  provi¬ 
sions  of  §§  146.08-1  through  146.08-55. 
*  •  •  •  • 

(e)  A  person  desiring  to  import  or  ex¬ 
port  ammonium  nitrate  materials  and 
formulations  not  conforming  to  any  of 
the  classes  listed  in  this  section,  or  de¬ 
scribed  in  §  146.22-100,  shall  make  ap¬ 
plication  for  a  permit  to  the  U.S.  Coast 
Guard.  A  sample  of  1,000  lbs.  of  the 
material  in  bags  as  prepared  for  ship¬ 
ment  shall  be  furnished  at  least  60  days 
prior  to  intended  date  of  shipment.  Im¬ 
port  shipments  of  this  sample  shall  be 
made  as  required  for  ‘Nitrates,  N.O.S.’ 
This  sample  shall  be  tested  by  a  compe¬ 
tent  laboratory  designated  by  the  Coast 
Guard  to  determine  whether  the  charac¬ 
teristics  of  the  material  require  its  classi¬ 
fication  as  a  dangerous  article  for  pur¬ 
poses  of  transportation.  After  such 


tests,  conditions  of  loading,  discharging 
and  transportation  shall  be  prescribed  by 
the  Commandant  of  the  Coast  Guard. 
Costs  of  such  tests  shall  be  borne  by  the 
shipper. 

6.  A  new  §  146.22-40  is  added  to  read 
as  follows: 

§  146.22-40  Nitro  carbo  nitrate. 

(a)  Nitro  carbo  nitrate  packaged  in 
strong  metal  cans,  metal  or  fiber  drums, 
barrels  or  kegs,  and  wooden  or  fiberboard 
boxes  with  non-combustible  inside  con¬ 
tainers,  may  be  loaded  or  discharged  at 
any  designated  waterfront  facility. 

(b)  Nitro  carbo  nitrate  packaged  in 
burlap  bags,  multi-wall  paper  bags  or 
other  non-rigid  combustible  containers 
shall  be  loaded  or  discharged  at  facili¬ 
ties  so  remotely  situated  from  populous 
and  congested  areas  and/or  high  value 
or  high  hazard  industrial  facilities,  that 
in  the  event  of  fire  or  explosion,  loss  of 
lives  and  property  may  be  minimized. 

(1)  This  facility  shall  conform  with 
port  security  and  local  regulations  and 
shall  provide  an  abundance  of  water  for 
fire  fighting. 

(2)  This  facility  shall  be  so  located  as 
to  permit  unrestricted  passage  to  open 
water.  The  vessel  shall  be  moored  bow 
to  seaward,  and  shall  be  maintained  in  a 
mobile  status  either  by  presence  of  tugs 
or  readiness  of  engines.  The  vessel  shall 
provide  at  the  bow  and  stem  a  wire  tow¬ 
ing  hawser  having  an  eye  splice  and 
lowered  to  the  water’s  edge. 

§  146.22—100  [Amendment] 

7.  Section  146.22-100  Table  E — Classi¬ 
fication:  Inflammable  solids  and  oxidiz¬ 
ing  materials  is  amended  by  revising 
various  items  as  follows: 

a.  Amend  the  following  items  as  indi¬ 
cated: 

1.  Ammonium  bichromate  (ammonium 

dichromate).. 

2.  Calcium,  metallic. 

3.  Compounds,  tree  or  weed  killing,  solid. 

4.  Drugs,  chemicals,  medicines  or  cos¬ 

metics,  n.o.s. 

5.  Inflammable  solids,  n.o.s. 

6.  Lithium  peroxide. 

7.  Magnesium,  metallic,  powdered. 

8.  Magnesium  peroxide,  solid. 

9.  Oxidizing  material,  n.ojs. 

10.  Perchlorates,  etc. 

11.  Permanganates,  etc. 

12.  Potassium  bromate. 

13.  Potassium  nitrite. 

14.  Potassium  peroxide. 

15.  Sodium  bromate. 

If.  Sodium  methylate,  dry. 

17.  Sodium  nitrite. 

18.  Strontium  peroxide. 

19.  Zinc  peroxide. 

In  columns,  4,  5,  6  and  7,  where  ap¬ 
plicable,  change  “Fiberboard  boxes  (ICC- 
12B)  WIC,  etc.”  to  read: 

Fiberboard  boxes  (ICC-12A,  12B)  WIC,  not 

over  65  lb.  gr.  wt. 

b.  Amend  the  following  items  as  indi¬ 
cated: 

Caprylyl  peroxide  solution. 

Peroxides,  organic,  liquids,  n.o.s.,  etc. 

in  column  4,  under  “Authorized  only  for 
material  which  will  not  react  danger¬ 
ously,  etc.”,  add: 

Fiberboard  box  (ICC-12B)  WIC  ICC-2U  or 

polyethylene  bottles,  not  over  5  gal.  cap. 

each. 
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c.  Amend  “Chlorate  and  borate  mix¬ 
tures,  etc."  as  follows: 

In  column  4,  under  “Mixtures  con¬ 
taining  more  than  28%  chlorate,  etc.” 
delete  “Fiberboard  boxes,  WIC,  etc.”  and 
insert: 

Strong  fiberboard  boxes,  WIC  not  over  4  lb. 
net  wt.  each,  or  ICC-2D  bags  not  over  10 
lb.  net  wt.  each;  gr.  wt.  of  box  not  over 
65  lb. 

d.  After  “Chlorate  and  borate  mix¬ 
tures,  etc."  add  the  following: 

In  column  1,  insert: 

Chlorine  dioxide  hydrate,  frozen. 

In  columns  4,  5,  6,  and  7  insert: 

Not  permitted. 

e.  Amend  “Chromic  acid,  etc.”  as 
follows: 

In  columns  4,  5,  6,  and  7  under  “Out¬ 
side  containers,”  add: 

Fiberboard  box  (ICC-12A),  WIC,  not  over  20 
lb.  net  wt. 

f.  Amend  “ Chlorates ,  etc.”  as  follows: 
In  column  4,  change  “Fiberboard  boxes 

(ICC-12B) ,  etc.”  to  read: 

Fiberboard  boxes  (ICC-12A,  12B),  WIC,  not 
over  25  lb.  net  wt. 

g.  After  “Cumene  hydroperoxide,  etc” 
insert  the  following: 

In  column  1,  insert: 

Decaborane. 

In  column  2,  insert: 

Colorless  needles. 

When  heated  to  decomposition,  it  may  emit 
toxic  fumes  and  may  explode. 

Keep  cool. 

In  column  3,  insert: 

Yellow. 

In  column  4,  insert: 

Stowage : 

“On  deck  protected.” 

“On  deck  under  cover.” 

Outside  containers: 

Metal  barrels  or  drums: 

(ICO— 6 A,  6B,  6C)  not  over  55  gal.  cap. 
(ICC-17C,  17E,  17H,  37A,  37B)  STC  not 
over  55  gal.  cap. 

Fiberboard  box: 

(ICC— 12B)  WIC,  not  over  65  lb.  gr.  wt. 

In  columns  5,  6,  and  7  insert: 

Not  permitted. 

h.  Amend  the  following  items  as  in¬ 
dicated: 

1.  Lithium  aluminum  hydride. 

2.  Lithium  hydride. 

3.  Potassium,  metallic. 

4.  Sodium  amide. 

5.  Sodium,  metallic. 

6.  Sodium  potassium  alloys. 

In  column  4,  under  “Outside  con¬ 
tainers,”  insert  after  “Wooden  boxes, 
etc.”: 

Fiberboard  box  (ICC-12B)  WIMC,  not  over 
90  lb.  gr.  wt. 

i.  Amend  “Matches,  book”  as  follows: 
In  columns  4,  5,  6,  and  7  add  a  second 

paragraph  to  read  as  follows: 

Book  matches  in  a  quantity  not  exceeding 
25  books  of  30  matches  each,  packaged  as 
required  by  the  Postal  Regulations,  are  also 
exempt  from  the  marking  requirement. 

J.  Amend  " Nitrates — Aluminum  ni¬ 
trate,  etc.”  as  follows: 
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(1)  Delete  “nitro  carbo  nitrate”,  “zinc 
nitrate”  and  “zirconium  nitrate”  and  all 
wording  pertaining  thereto  in  columns  2 
and  3. 

(ii)  In  column  3,  opposite  aluminum 
nitrate,  Barium  nitrate.  Guanidine  ni¬ 
trate,  Lead  nitrate,  Magnesium  nitrate 
and  Nitrates,  N.O.S.,  change  “No  label 
required”  to  read: 

Yellow. 

(iii)  In  column  4,  delete  the  present 
wording  and  insert: 

Stowage: 

“On  deck  protected." 

“On  deck  under  cover.” 

“Tween  decks.” 

“Under  deck.” 

Outside  containers: 

Strong  metal  cans. 

Metal  or  fiber  drums. 

Barrels  or  kegs. 

Wooden  or  fiberboard  boxes,  WIC. 

Note  1:  It  is  not  required  that  the  above 
containers  be  ICC  specification  containers 
although  ICC  specification  containers  are 
acceptable,  but  the  ship’s  officer  in  charge  of 
loading  shall  satisfy  himself  that  they  are 
sufficient  in  all  respects  for  the  purpose  in¬ 
tended.  He  shall  refuse  any  containers 
showing  damage,  leakage  or  Inability  to 
properly  contain  the  substance. 

Note  2:  Aluminum  nitrate.  Barium  ni¬ 
trate.  Calcium  nitrate,  Ouanldlne  nitrate. 
Nitrate  of  soda  and  potash,  Potassium  ni¬ 
trate,  Sodium  nitrate,  and  Strontium  nitrate 
may  In  addition  be  packed  as  follows: 

Bulk. 

Bulk  in  sift-proof,  closed  R.R.  freight  cars 
or  highway  vehicles. 

Burlap  bags,  not  over  200  lb.  net  wt.,  mois¬ 
ture-proof,  made  tight  against  sifting  and  of 
not  less  than  7  y2  oz.  burlap. 

Multi-wall  paper  bags,  not  over  110  lb.  net 
wt.,  at  least  4  ply  construction,  moisture- 
proof  and  made  tight  against  sifting. 

In  column  5,  delete  the  present  word¬ 
ing  and  insert: 

Stowage : 

“On  deck  protected.” 

“On  deck  under  cover.” 

“Tween  decks.” 

“Under  deck.” 

Outside  containers: 

Strong  metal  cans. 

Metal  or  fiber  drums. 

Barrels  or  kegs. 

Wooden  or  fiberboard  boxes,  WIC. 

Note  1:  It  is  not  required  that  the  above 
containers  be  ICC  specification  containers 
although  ICC  specification  containers  are 
acceptable,  but  the  ship’s  officer  in  charge  of 
loading  shall  satisfy  himself  that  they  are 
sufficient  in  all  respects  for  the  purpose  In¬ 
tended.  He  shall  refuse  any  containers 
showing  damage,  leakage  or  inability  to 
properly  contain  the  substance. 

In  column  6,  delete  the  present  word¬ 
ing  and  insert: 

Ferry  stowage  (AA). 

Outside  containers: 

Strong  metal  cans. 

Metal  or  fiber  drums. 

Barrels  or  kegs. 

Wooden  or  fiberboard  boxes,  WIC. 

Non  1:  It  Is  not  required  that  the  above 
containers  be  IOC  specification  containers 
although  ICC  specification  containers  are 
acceptable,  but  the  ship’s  officer  in  charge  of 
loading  shall  satisfy  himself  that  they  are 
sufficient  In  all  respects  for  the  purpose  In¬ 
tended.  He  shall  refuse  any  containers 
showing  damage,  leakage  or  Inability  to  prop¬ 
erly  contain  the  substance. 
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In  column  7,  delete  the  present  word¬ 
ing  and  insert:  .  . 

Ferry  stowage  (BB), 

Outside  containers: 

Strong  metal  cans. 

Metal  or  fiber  drums. 

Barrels  or  kegs. 

Wooden  or  fiberboard  boxes,  WIC. 

Note  1:  It  is  not  required  that  the  above 
containers  be  ICC  specification  containers  al¬ 
though  ICC  specification  containers  are  ac¬ 
ceptable,  but  the  ship’s  officer  in  charge  of 
loading  shall  satisfy  himself  that  they  are 
sufficient  in  all  respects  for  the  purpose  in¬ 
tended.  He  shall  refuse  any  containers 
showing  damage,  leakage  or  inability  to 
properly  contain  the  substance. 

k.  After  “Strontium  nitrate”  insert  the 
following: 

In  column  1,  insert: 

Nitro  carbo  nitrate. 

For  loading  and  discharging  requirements 
see  §  146.22-40. 

In  column  2,  insert: 

Composed  principally  of  ammonium  nitrate. 
Involved  in  a  fire  will  greatly  intensify  the 
burning  of  many  combustible  materials 
and  under  conditions  of  exposure  to  high 
temperatures  ( above  400 *  F.)  rapid  de¬ 
composition  and  ignition  may  occur. 

Will  burn  with  explosive  violence. 

Soluble  in  water. 

Do  not  stow  in  the  same  hold  or  compart¬ 
ment  with  combustible  cargo,  explosives 
(except  that  nitro  carbo  nitrate  packaged 
in  strong  metal  cans,  metal  or  fiber  drums, 
barrels,  kegs,  or  wooden  or  fiberboard 
boxes  with  non-combustible  inside  con¬ 
tainers  may  be  stowed  in  a  hold  or  com¬ 
partment  with  a  magazine  containing 
dynamite,  commercial  boosters  and/or 
other  non-priming,  non-initiating  types  of 
explosives  which  are  compatible  with  dy¬ 
namite)  or  acids  and  away  from  chlorates. 

In  column  3,  insert: 

Yellow. 

In  column  4,  insert: 

Stowage:  - 

“On  deck  protected.” 

“On  deck  under  cover.” 

“Tween  decks.” 

“Under  deck.” 

Outside  containers: 

Strong  metal  cans. 

Metal  or  fiber  drums. 

Barrels  or  kegs. 

Wooden  or  fiberboard  boxes,  WIC. 

Note  1:  Nitro  carbo  nitrate  packaged  in 
strong  metal  cans,  metal  or  fiber  drums,  bar¬ 
rels  or  kegs  or  wooden  or  fiberboard  boxes 
WIC  is  exempt  from  the  labeling  require¬ 
ments. 

Multi-wall  paper  bags,  not  over  100  lb.  net 
wt.,  at  least  4  ply  construction,  moisture- 
proof  and  made  tight  against  sifting. 

BUrlap  bags,  not  over  100  lb.  net  wt.,  mois¬ 
ture-proof,  made  tight  against  sifting,  and 
of  not  less  than  7%  oz.  burlap. 

Not*  2:  It  is  not  required  that  the  above 
containers  be  IOC  specification  containers 
although  ICC  specification  containers  are  ac¬ 
ceptable,  but  the  ship’s  officer  in  charge  of 
loading  shall  satisfy  himself  that  they  are 
sufficient  in  all  respects  for  the  purpose  In¬ 
tended.  He  shall  refuse  any  containers 
showing  damage,  leakage  or  inability  to 
properly  contain  the  substance. 

In  column  5,  insert: 

Stowage: 

“On  deck  protected." 

“On  deck  under  cover.” 

“Tween  decks.” 

“Under  deck.”  ' 
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Outside  containers: 

Strong  metal  cans. 

Metal  or  fiber  drums. 

Barrels  or  kegs. 

Wooden  or  fiber  board  boxes,  WIC. 

Nor®  1:  Nltro  car  bo  nitrate  packaged  In 
strong  metal  cans,  metal  or  fiber  drums,  bar¬ 
rels  or  kegs  or  wooden  or  fiber  board  boxes 
WIC  Is  exempt  from  the  labeling  require¬ 
ments. 

Nor®  2:  It  Is  not  required  that  the  above 
containers  be  ICC  specification  containers  al¬ 
though  ICC  specification  containers  are  ac¬ 
ceptable,  but  the  ship's  officer  In  charge  of 
loading  shall  satisfy  himself  that  they  are 
sufficient  In  all  respects  for  the  purpose  In¬ 
tended.  He  shall  refuse  any  containers 
showing  damage,  leakage  or  Inability  to 
properly  contain  the  substance. 

In  column  6,  insert: 

Perry  stowage  (AA). 

Outside  containers : 

Strong  metal  cans. 

Metal  or  fiber  drums. 

Barrels  or  kegs. 

Wooden  or  flberboard  boxes,  WIC. 

Note  1:  Nltro  carbo  nitrate  packaged  in 
strong  metal  cans,  metal  or  fiber  drums,  bar¬ 
rels  or  kegs  or  wooden  or  flberboard  boxes 
WIC  16  exempt  from  the  labeling  require¬ 
ments. 

Burlap  bags,  not  over  100  lb.  net  wt., 
moisture-proof,  made  tight  against  sifting, 
and  of  not  less  than  7%  oz.  burlap. 

Multi-wall  paper  bags,  not  over  100  lb.  net 
wt.,  at  least  4  ply  construction,  moisture- 
proof  and  made  tight  against  sifting. 

Note  2:  It  is  not  required  that  the  above 
containers  be  ICC  specification  containers  al¬ 
though  ICC  specification  containers  are  ac¬ 
ceptable,  but  the  ship’s  officer  in  charge  of 
loading  shall  satisfy  himself  that  they  are 
sufficient  in  all  respects  for  the  purpose  in¬ 
tended.  He  shall  refuse  any  containers 
showing  damage,  leakage  or  inability  to 
properly  contain  the  substance. 

In  column  7,  insert: 

Perry  stowage  (BB). 

Outside  containers : 

Strong  metal  cans. 

Metal  or  fiber  drums. 

Barrels  or  kegs. 

Wooden  or  flberboard  boxes,  WIC. 

Note  1:  Nltro  carbo  nitrate  packaged  in 
6trong  metal  cans,  metal  or  fiber  drums,  bar¬ 
rels  or  kegs  or  wooden  or  flberboard  boxes 
WIC  is  exempt  from  the  labeling  require¬ 
ments. 

Burlap  bags,  not  over  100  lb.  net  wt., 
moisture-proof,  made  tight  against  sifting, 
and  of  not  less  than  7%  oz.  burlap. 

Multi-wall  paper  bags,  not  over  100  lb.  net 
wt.,  at  least  4  ply  construction,  moisture- 
proof  and  made  tight  against  sifting. 

Note  2:  It  is  not  required  that  the  above 
containers  be  ICC  specification  containers 
although.  ICC  specification  containers  are 
acceptable,  but  the  ship’s  officer  in  charge 
of  loading  shall  satisfy  himself  that  they  are 
sufficient  in  all  respects  for  the  purpose 
intended.  He  shall  refuse  any  containers 
showing  damage,  leakage  or  Inability  to  prop¬ 
erly  contain  the  substance. 

l.  Amend  “Phosphoric  anhydride”  as 
follows: 

In  column  4,  under  “Outside  contain¬ 
ers,”  add : 

Flberboard  box  (ICC-12A)  WIC,  not  over  12 

lb.  net  wt. 

m.  Amend  the  following  items  m 
indicated: 

1.  Potassium  nitrite 

2.  Potassium  peroxide. 


In  columns  4,  5,  6,  and  7  under  “Steel 
barrels  or  drums”  change  (ICC-17E,  etc.) 
to  read: 

(ICC-17C,  17E,  17H,  37A,  87B)  STC,  not  over 
55  gal.  cap. 

n.  Amend  “Potassium  sulfide  (fused 
or  concentrated,  but  not  ground,  etc.)” 
as  follows: 

In  column  1,  change  paragraph  4  to 
read: 

Sodium  sulfide  containing  35%  or  more  com¬ 
bined  water  by  weight,  fused  or  concen¬ 
trated  but  not  ground  (may  be  chipped, 
flaked  or  broken)  when  packed  in  steel 
barrels  or  drums  that  are  equipped  with 
moi6ture-tight  closures,  or  in  strong,  tight 
fiber  drums  having  a  moisture  barrier  in¬ 
corporated  in  the  walls  and  equipped  with 
moisture-tight  closure  is  not  subject  to  the 
regulations  in  this  subchapter. 

In  columns  4,  5,  6,  aritl  7  add  the  fol¬ 
lowing  : 

Fiberboard  box  (ICC-12B)  WIC  plastic  bag, 
not  more  than  25  lb.  net  wt. 

Subpart — Detailed  Regulations  Gov¬ 
erning  Corrosive  Liquids 

1.  Section  146.23-25  is  amended  by 
changing  paragraph  (i)  to  read  as 
follows: 

§  146.23—25  Stowage  of  corrosive  liquids 
with  explosives  or  other  dangerous 
articles. 

*  »  •  •  • 

(i)  Corrosive  liquids  shall  not  be 
stowed  in  the  hold  or  compartment  over 
one  in  which  cotton  is  stowed  unless  the 
deck  is  of  steel  and  the  hatch  is  fitted 
with  a  tight  coaming  and  the  deck  itself 
is  tight  against  leakage.  Corrosive  liq¬ 
uids  shall  not  be  stowed  over  the  square 
of  the  hatch. 

§  146.23—100  [Amendment] 

2.  Section  146.23-100  Table  F — Classi¬ 
fication;  Corrosive  liquids  is  amended  as 
follows: 

a.  Amend  the  following  items  as  in¬ 
dicated: 

1.  Acids,  liquid,  n.o.8. 

2.  Alkaline  battery  fluid,  etc. 

3.  Antimony  pentachlorlde. 

4.  Boiler  compound,  liquid. 

5.  Caustic  potash,  liquid,  etc. 

6.  Chromic  acid  solution. 

7.  Compounds,  cleaning,  liquid,  etc. 

8.  Corrosive  liquid,  n.o.s. 

9.  Cupriethylene-dlamlne  solution. 

10.  Drugs,  chemicals,  medicines,  or  cos¬ 
metics,  n.os. 

11.  Formic  acid,  etc. 

12.  Hexamethylene  diamine  solution. 

13.  Hydriodlc  acid. 

14.  Sodium  aluminate,  liquid. 

15.  Water  treatment  compound,  liquid. 

(i)  In  columns  4,  5,  6,  and  7  if  per¬ 
mitted,  alter  “Wooden  boxes,  etc.” 
insert:  * 

Wooden  box  (ICC-16A)  WIC  polyethylene 
2U,  not  over  200  lb.  gr.  wt. 

(ii)  In  columns  4,  5,  6  and  7,  if  per¬ 
mitted,  after  “Fiberboard  boxes,  etc.,” 
insert: 

Flberboard  box  (IOC-12B)  WIC  polyethylene 
2U,  not  over  5  gal.  cap.  each. 

b.  Amend  “Batteries,  electric  storage, 
wet”  as  follows: 


In  columns  4  and  5  under  “Outside 
containers”  delete  the  present  wording 
and  insert: 

Special  wooden  boxes  (ICC-15D,  16B)  not 
over  500  lb.  gr.  wt. 

Special  flberboard  box  (ICC-12B)  not  over 
190  lb.  gr.  wt. 

Wooden  or  metal  trays  (non-specification). 
Carload  or  truckload  shipments  of  electric 
storage  batteries  permitted  by  regulations 
to  be  shipped  without  outside  container 
shall  when  stowed  on  board  a  vessel  be 
packed  in  wooden  or  metal  trays  so  con¬ 
structed  as  to  protect  the  batteries  from 
damage,  short  circuit  or  from  the  weight  of 
Imposed  stowage  resting  upon  the  bat¬ 
teries. 

Electric  storage  batteries  with  case  of  as- 
phaltum  composition,  Impregnated  rubber, 
steel  case  type,  synthetic  resin  (plastic)  or 
wooden  battery  box  type,  protected  against 
short  circuits  apd  firmly  secured  to  skids 
or  pallets  capable  of  withstanding  the 
shocks  normally  incident  to  transporta¬ 
tion  are  exempt  from  specification  pack¬ 
aging  if  such  completed  unit  meets  the 
requirement  of  the  IOC  regulations.  Bat¬ 
tery  terminals  must  not  be  relied  upon  to 
support  any  part  of  the  superimposed 
weight. 

In  columns  6  and  7  under  “Outside 
containers”,  delete  the  present  wording 
and  insert  the  following: 

Special  wooden  boxes  (IOC-15D,  16B)  not 
over  500  lb.  gross  wt. 

Special  flberboard  box  (ICC-12B)  not  over 
190  lb.  gross  wt. 

Electric  storage  batteries  with  case  of  as- 
phaltum  composition.  Impregnated  rubber, 
steel  case  type,  synthetic  resin  (plastic) 
or  wooden  battery  box  type,  protected 
against  short  circuits  and  firmly  secured 
to  skids  or  pallets  capable  of  withstand¬ 
ing  the  shocks  normally  incident  to  trans¬ 
portation  are  exempt  from  specification 
packaging  If  such  completed  unit  meets 
the  requirement  of  the  ICC  regulations. 
Battery  terminals  must  not  be  relied  upon 
to  support  any  part  of  the  superimposed 
weight. 

Carload  or  truckload  shipments  of  electric 
storage  batteries  containing  electrolyte  or 
battery  fluid,  loaded  or  braced  to  prevent 
damage  in  transit  and  short  circuits,  are 
exempt  from  specification  packaging, 
marking  other  than  name  of  contents,  and 
labeling  requirements:  Provided ,  That 
such  shipments  constitute  the  only  com¬ 
modity  being  transported  In  the  railroad 
car  or  motor  vehicle  body. 

c.  Amend  “Compounds,  cleaning,  liquid 
(containing  hydrofluoric  acid)”  as  fol¬ 
lows: 

In  column  4,  after  “Wooden  boxes, 
etc.,”  insert: 

Wooden  box  (IOC-16A)  WIC  polyethylene  2U, 
not  over  200  lb.  gr.  wt. 

d.  After  “Difluorophosphoric  acid, 
anhydrous,”  insert  the  following: 

In  column  1,  insert: 

Di  iso  octyl  acid  phosphate. 

In  column  2,  insert: 

Toxic  and  oorrosive. 

In  column  3,  insert: 

White. 

In  column  4,  insert: 

Stowage: 

“On  deck  protected.** 

“On  deck  under  cover.** 

Outside  containers: 

Metal  drums  (IOC-17E)  STC,  not  over  56 
gal.  cap. 

Tank  cars  complying  with  IOC  regulations. 


FEDERAL  REGISTER 


5241 


Saturday ,  June  11,  1960 
In  columns  5, 6,  and  7  insert: 

Not  permitted. 

e.  Amend  “Hydrogen  peroxide,  etc.”  as 
follows: 

In  columns  4,  5,  6,  and  7  under  “Solu¬ 
tions  not  over  37%,  etc.,”  change  “Fiber- 
board  boxes  (ICC-12B)  etc.”  to  read: 

Flberboard  boxes  (ICC-12A,  12B)  WIC  of 
glass,  polyethylene  or  aluminum,  not  over 
65  lb.  gr.  wt. 

f.  Amend  “Hydrochloric  (muriatic) 
acid,  etc.”  as  follows: 

(i)  In  columns  4,  5,  6,  and  7  delete 
“Authorized  only  for  hydrochloric  acid 
not  over  30%  strength:  etc.” 

(ii)  In  columns  4,  5,  6,  and  7  add  the 
following  under  “Outside  containers: 
Fiberboard  boxes,  etc.”: 

Flberboard  boxes  (ICC-12B)  WIC  polyethyl¬ 
ene  2U,  not  over  5  gal.  cap. 

Fiber  drums  (ICC-21B)  WIC  polyethylene 
(ICC-2T-2S)  not  over  226  lb.  gr.  wt. 

(iii)  In  columns  4,  5,  6,  and  7  change 
“Wooden  box  (ICC-16A),  etc.”  to  read: 

Wooden  box  (ICC-16A)  WIC  polyethylene 
(ICC-2T,  2U)  not  over  200  lb.  gr.  wt. 

g.  Amend  “Hydrofluoric  acid”  as 
follows: 

in  column  4,  insert  after  “Hydrofluoric 
acid  not  over  62%  strength:  Metal 
barrels  or  drums,  etc.”: 

Hydrofluoric  acid,  not  over  55%  strength. 
Fiberboard  box  (ICC-12A)  WIC  poly^iylene 
1  gallon  bottles,  not  over  65  lb.  gr.  wt.  , 

h.  Amend  “Hydrofluosilicic  acid,  etc.” 
as  follows: 

In  column  4,  after  “Wooden  boxes, 
etc.”  add: 

Wooden  box  (ICC-16A)  WIC  polyethylene 
2U,  not  over  200  lb.  gr.  wt. 

i.  Amend  “Hypochlorite  solutions, 
etc.”  as  follows: 

After  "Fiberboard  boxes  (ICC-12B) 
etc.”  add: 

Flberboard  box  (ICC-12B)  WIC  polyethylene 
2U.  not  over  5  gal.  cap. 

j.  Amend  “Sulfuric  acid  (oil  of  vitriol) , 
etc.”  as  follows: 

In  columns  4,  6,  and  7  under  “For  sul¬ 
furic  acid  of  concentrations  not  to  exceed 
95%  etc.”:  • 

(i)  Change  “Wooden  box  (ICC-16A) 
etc.”  to  read : 

Wooden  box  (ICC-16A)  WIC  polyethylene 
(ICC-2T,  2U) ,  not  over  200  lb.  gr.  wt. 

(ii)  Add: 

Flberboard  box  (ICC-12B)  WIC  polyethylene 
2U,  not  over  5  gal.  cap. 

Subpart — Detailed  Regulations  Gov¬ 
erning  Compressed  Gases 

§  146.24—100  .  [Amendment] 

1.  Section  146.24-100  Table  G — Classi¬ 
fication;  Compressed  Gases  is  amended 
as  follows:  * 

a.  After  “Dimethyl  ether”  insert  the 
following: 

In  column  1,  insert: 

Dispersant  gas,  N.O.S. 

In  column  2  insert: 

Inflammable  gas. 

An  inflammable  gas  or  mixtures  oj  gases 
which  are  used  as  propellants. 


In  column  3  insert: 

Bed  gas. 

In  column  4  insert: 

Stowage: 

“On  deck  protected.” 

“On  deck  under  cover.” 

Containers: 

Cylinders  complying  with  IOC  regulations, 
with  valve  protection  cap,  dished  heads, 
or  boxed. 

Tank  cars  complying  with  IOC  regulations. 

In  columns  5, 6,  and  7  insert: 

Not  permitted. 

b.  After  “Helium-oxygen  mixture”, 
add  the  following : 

In  column  1  insert: 

Hexafluoropropylene. 

In  column  2  insert: 

Noninflammable  gas. 

In  column  3  insert: 

Green  gas. 

In  column  4  insert :  * 

Stowage: 

“On  deck  protected.” 

“On  deck  under  cover.” 

“Tween  decks.” 

"Under  deck  away  from  heat.” 

Containers: 

Cylinders : 

(With  valve  protection  cap.) 

(With  dished  heads.) 

(Boxed.) 

Tank  cars  complying  with  ICC  regulations. 

In  column  5  insert: 

Stowage: 

“On  deck  protected.” 

“On  deck  under  cover.” 

“Tween  decks.” 

“Under  deck  away  from  heat.” 

Containers : 

Cylinders : 

(With  valve  protection  cap.) 

(With  dished  heads.) 

(Boxed.) 

In  column  6  insert: 

Ferry  stowage  (AA) 

Containers: 

Cylinders: 

(With  valve  protection  cap.) 

(With  dished  heads.) 

(Boxed.) 

In  column  7  insert: 

Ferry  stowage  (BB) 

Containers: 

Cylinders: 

(With  valve  protection  cap.) 

(With  dished  heads.) 

(Boxed.) 

c.  After  “Oxygen,  pressurized  liquid” 
insert  the  following : 

In  column  1  insert: 

Refrigerant  gas,  N.O.S. 

In  column  2  insert: 

Inflammable  gas.  • 

An  inflammable  gas  or  mixture  of  gases 
which  are  used  as  refrigerants. 

In  column  3  insert: 

Red  gas. 

In  column  4  insert: 

Stowage: 

“On  deck  protected.” 

“On  deck  undercover.” 


Containers: 

Cylinders  complying  with  ICO  regulations, 
with  valve  protection  cap,  dished  heads, 
or  boxed. 

Tank  cars  complying  with  ICC  regulations. 

In  columns  5, 6,  and  7  insert: 

Not  permitted. 

Subpart — Detailed  Regulations  Gov¬ 
erning  Poisonous  Articles 
§  146.25—100  [Amendment] 

1.  Section  146.25-100  Table  H — Classi¬ 
fication:  Class  A;  extremely  dangerous 
poisons  is  amended  as  follows: 

a.  After  “Nitrogen  dioxide,  liquid,  etc.” 
insert  the  following: 

In  column  1  insert: 

Organic  phosphates,  N.O.S.  mixed  with  com¬ 
pressed  gas  (must  contain  not  more  than 
10  percent  by  weight  of  organic  phosphate) . 

In  column  2  insert : 

Mixtures  of  organic  phosphates  with  expel - 
lant  gas. 

Avoid  breathing  fumes  and  contact  with 
body. 

Stow  away  from  living  quarters,  food  prod¬ 
ucts  and  in  space  not  easily  accessible  to 
any  persons. 

Protect  from  direct  rays  of  sun  and  artificial 
heat'. 

Keep  cool. 

In  column  3  insert: 

Poison  gas. 

In  column  4  insert: 

Stowage: 

“On  deck  under  cover.” 

Outside  containers : 

Cylinders,  boxed  (IOO-8A300,  3AA300, 

3B300,  4 A3 00,  4B240,  4BA240)  charged 
-  with  not  more  than  5  lbs.  of  the  mix¬ 
ture  and  to  a  maximum  filling  density  of 
80  percent  of  the  water  capacity.  Not 
more  than  12  cylinders  in  one  outside 
wooden  box,  nor  more  than  4  cylinders 
in  1  outside  fiberboard  box. 

In  columns  5, 6,  and  7  insert: 

Not  permitted.  •  . 

§  146.25-200  [Amendment] 

2.  Section  146.25-200  Table  H— Clas¬ 
sification:  Class  B;  less  dangerous  poisons 
is  amended  as  follows: 

a.  Amend  “Acetone  cyanhydrin”  as 
follows: 

(i)  In  column  4,  under  “Outside  con¬ 
tainers”,  make  the  following  changes: 

(1)  Change  “(ICC-6J)  WIC,  etc.”  to 
read  : 

(ICC-6J,  5B)  WIC  (ICC-2S  polyethylene) 
not  over  55  gal.  cap. 

(2)  After  “Steel  barrels  or  drums,  etc.” 
insert: 

Aluminum  drums: 

(ICC-42B,  42C,  42D,  42E,  42G)  not  over 
55  gal.  cap. 

(3)  After  “Wooden  boxes  (ICC-15A), 
etc.”  insert: 

Wooden  box  (ICC-16A)  WIC  polyethylene 
2U,  not  over  200  lb.  gr.  wt. 

(4)  After  “Fiberboard  boxes  (ICC- 
12A),etc.”  insert: 

Flberboard  box  (ICC-12B)  WIC  polyethylene 
2U,  not  over  5  gal.  cap.  each,  not  over  65  lb. 
gr.  wt. 
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b.  Amend  “Alcohol,  allyl”  as  follows: 

(i)  In  column  4,  under  "Outside  con¬ 
tainers”  make  the  following  changes: 

(1)  Under  “Steel  barrels  or  drums”, 
change  “(ICC-6J),  etc.”  to  read: 

(ICC-8J,  6B)  WIC  (ICC-2S  polyethylene) 
not  over  55  gal.  cap. 

(2)  Under  “Aluminum  drums”,  change 
“ (ICC-42B,  etc.)  ”  to  read: 

(ICC-42B,  42C,  42D,  42 E,  42G)  not  over  55 
gal.  cap. 

(3)  After  “Wooden  boxes  (ICC-15A), 
etc.”  insert: 

Wooden  box  (IOC-16A)  WIC  polyethylene 
2U,  not  over  200  lb.  gr.  wt. 

(4)  After  “Fiberboard  boxes  (ICC- 
12A,  etc.),”  insert: 

Fiberboard  box  (ICC-12B)  WIC  polyethylene 
2U,  not  over  6  gal.  cap.  each,  not  over  65 
lb.  gr.  wt. 

c.  Amend  “Aldrin  mixture  liquid,  with 
more  than  60%  aldrin,  etc.”  as  follows: 

(i)  In  columns  4,  5,  6,  and  7  under 
•‘Outside  containers,”  make  the  following 
changes: 

(1)  After  “(ICC-37P)  etc.”  insert: 

(ICC-6J,  5B)  WIC  (ICC-2S  polyethylene) 
not  over  55  gal.  cap. 

Aluminum  drums: 

(ICC-42B,  42C,  42D,  42E,  42G)  not  over  55 
gal.  cap. 

(2)  After  “Wooden  boxes  (ICC-15A, 
etc.) /’insert: 

Wooden  box  (IOC-16A)  WIC  polyethylene 
2U,  not  over  200  lb.  gr.  wt. 

•  (3)  Change  “Fiberboard  boxes  (ICC- 
12B),  etc.”  to  read: 

Fiberboard  boxes  (ICC-12A,  12B)  WIC,  not 
over  65  lb.  gr.  wt. 

(4)  Insert: 

Fiberboard  boxes  (ICC-12B)  WIC  polyethyl¬ 
ene  2U,  not  over  5  gal.  cap.  each,  not  over 
65  lb.  gr.  wt. 

(5)  Insert: 

Mailing  tubes  (ICC-29)  WIC  polyethylene, 
not  over  2  qt.  cap.  each. 

d.  Amend  “Aniline  oil,  liquid”  as 
follows: 

In  column  4  under  “Fiberboard  boxes, 
etc.”  change  “(ICC-12B) ,  etc.”  to  read: 

(ICC-12A,  12B)  WIC  not  over  1  gal.  cap.  each, 
not  over  65  lb.  gr.  wt. 

e.  Amend  “Arsenic  acid,  liquid”  as 
follows: 

(£)  In  columns  4,  5,  6,  and  7  under 
“Outside  containers,”  make  the  following 
changes: 

(1)  Delete:  “Carboys  in  kegs,  glass 
(ICC-1C) ,  etc.” 

(2)  Insert: 

Carboys  in  wooden  boxes  or  plywood  drums, 
glass  (ICC- IE)  not  over  13  gal.  cap. 

(3)  Change  “(ICC-5,  5A,  5B),  etc.”  to 
read:  . 

(ICC-5,  5A,  5B,  5C)  not  over  55  gal.  cap. 

(4)  After  “(ICC-37P)  etc.”  insert: 

(ICC-6J,  SB)  WIC  (ICC-2S  polyethylene) 
not  over  55  gal.  cap. 

Aluminum  drums  (ICC-42B,  42C,  42D,  42E, 
42G)  not  over  55  gal.  cap. 


(5)  After  “Wooden  boxes  (ICC-15A, 
etc.)”,  insert: 

Wooden  box  (ICC-16A)  WIC  polyethylene 
2U,  not  over  200  lb.  gr.  wt. 

(6)  Change  “Fiberboard  boxes  (ICC- 
12B),  etc.”  to  read: 

Fiberboard  boxes  (ICC-12A,  12B)  WIC,  not 
over  65  lb.  gr.  wt. 

(7)  Insert: 

Fiberboard  box  (ICC-12B)  WIC  polyethylene 
2U  not  over  5  gal.  cap.  each,  not  over  65  lb. 
gr.  wt. 

(8)  Insert: 

Mailing  tubes  (ICC-29)  WIC  polyethylene, 
not  over  2  qt.  cap  each. 

(9)  Insert: 

Fiber  drums  (ICC-21B)  WIC  not  over  200  lb. 
net  wt. 

f.  Amend  the  following  items  as  indi¬ 
cated: 

1.  Arsenic  chloride  (arsenous)  liquid,  etc. 

2.  Arsenical  compounds  or  mixtures, 
n.o.s.,  liquid,  etc. 

3.  Compounds,  tree  or  weed  killing,  liquid. 

4.  Dlnitrobenzol,  liquid. 

5.  Drugs,  chemicals,  medicines  or  cos¬ 
metics,  n.o.s.  (liquid). 

6.  Insecticide,  liquids. 

7.  Nicotine  hydrochloride,  etc. 

8.  Nitrobenzol,  Uquld  (oil  of  mlrbane) ,  etc. 

9.  Poisonous  Uquids  n.o.s. 

10.  Sodium  arsenlte  (solution)  liquid. 

1.  In  columns  4,  5,  6,  and  7  if  per¬ 
mitted,  make  the  following  changes: 

(1)  Under  “Steel  barrels  or  drums”, 
change  “(ICC-6J)  etc.”  to  read: 

(ICC-6J,  5B)  WIC  (ICC-2S  polyethylene) 
not  over  55  gal.  cap. 

(2)  Under  “Aluminum  drums”,  change 
“(ICC-42B,  etc.)”  to  read: 

(ICC-42B,  42C,  42D,  42E,  42G)  not  over  55 
gal.  cap. 

(3)  After  “Wooden  Boxes  (ICC-15A, 
etc.)”,  insert: 

Wooden  boxes  (ICC-16A)  WIC  polyethylene 
2U,  not  over  200  lb.  gr.  wt. 

(4)  After  “Fiberboard  boxes  (ICC- 
12A,  12B)  etc.”  insert: 

Fiberboard  box  (ICC-12B)  WIC  polyethyl¬ 
ene  2U  not  over  5  gal.  cap.  each,  not  over 
65  lb.  gr.  wt.  * 

g.  Amend  “Carbolic  acid  (phenol) 
liquid,  etc.”  as  follows : 

i.  In  columns  4,  5,  6,  and  7  under  “Out¬ 
side  containers,”  make  the  following 
changes: 

(1)  Change  “(ICC-5,  5A,  5B),  etc.”  to 
read: 

(ICC-5,  5 A,  5B,  5C)  not  over  55  gal.  cap. 

(2)  After  “(ICC-37P)  etc.”  insert: 

(ICC-6J-5B)  WIC  (ICC-2S  polyethylene)  not 

over  55  gal.  cap.  Aluminum  drums : 
(ICC-42B,  42C,  42D,  42E,  42G),  not  over  55 
gal.  cap. 

(3)  After  “Wooden  boxes  (ICC-15A, 
etc.)”  insert: 

Wooden  box  (ICC-16A)  WIC  polyethylene 
2U,  not  over  200  lb.  gr.  wt. 

(4)  Change  “Fiberboard  boxes  (ICC- 
12B),  etc.”  to  read: 

Fiberboard  boxes  (ICC-12A,  12B)  WIC,  not 
over  65  lb.  gr.  wt. 


(5)  Insert: 

Fiberboard  box  (ICC-12B)  WIC  polyethylene 
2U  not  over  5  gal.  cap.  each,  not  over  65 
lb.  gr.  wt. 

.  (6)- Insert: 

Mailing  tube  (ICC-29)  WIC  polyethylene,  not 
over  2  qt.  cap.  each. 

(7)  Insert: 

Fiber  drums  (ICC-21B)  WIC,  not  over  200  lb. 
net  wt. 

h.  Amend  “Cyanides  or  cyanide  mix¬ 
tures,  dry”  as  follows: 

In  columns  4,  5,  6,  and  7  under  “Out¬ 
side  containers,”  change  “Fiberboard 
boxes  (ICC-12B,  120  etc.”  to  read: 

Fiberboard  boxes  (ICC-12B,  12C)  WIC,  not 
over  25  lb.  net  wt. 

i.  Amend  the  item  “Mercuric  iodide, 
solution”  as  follows:  In  columns  4,  5,  6, 
and  7  under  “Outside  containers,”  make 
the  following  changes: 

(1)  Under  “Steel  barrels  or  drums” 
change  “(ICC-6J)  etc.”  to  read: 
(ICC-6J-5B) 

WIC  (ICC-2S  polyethylene)  not  over  55  gal. 
cap. 

(2)  Insert: 

Aluminum  drums  (ICC-42B,  42C,  42D,  42E, 
42G)  not  over  55  gal.  cap. 

(3)  After  “Wooden  boxes  (ICC-15A, 
etc.)”,  insert: 

Wooden  boxes  (ICC-16A)  WIC  polyethylene 
2U,  not  over  200  lb.  gr.  wt. 

(4)  After  “Fiberboard  boxes  (ICC- 
12A,  12B)  etc.”  insert: 

Fiberboard  boxes  (ICC-12B)  WIC  polyethy¬ 
lene  2U  not  over  5  gal.  cap.  each,  not  over 
65  lb.  gr.  wt. 

J.  Amend  “Methyl  bromide,  liquid 
(bromomethane)  ”  by  inserting  after 
“Methyl  bromide  and  ethylene  dibromide 
mixtures,  liquid”  the  following: 

In  column  1  insert: 

Methyl  bromide  and  nonflammable,  non- 
liquefled  compressed  gas  mixtures,  liquid. 

In  column  2  insert: 

See:  Methyl  bromide,  liquid. 

In  column  3  insert: 

•  • 

Poison. 

In  column  4,  under  “Outside  contain¬ 
ers”  delete  the  paragraph  “Specification 
wooden  or  fiberboard  boxes,  etc.”  and 
insert  in  lieu  thereof  the  following  after 
“Note:  cylinders,  etc.”: 

Specification  wooden  or  fiberboard  boxes 
with  inside  metal  cans  not  over  1  lb.  net  wt. 
and  permitted  cylinders  (must  have  valve 
protection  caps  in  place  and  boxed  when 
so  required)  may  be  stowed  “Under  deck” 
in  a  mechanically  ventilated  hold  or  com¬ 
partment  provided  the  ventilation  ducts 
discharge  directly  to  the  atmosphere. 

k.  Amend  “Motor  fuel  anti-knock  com¬ 
pound”  as  follows: 

In  columns  4, 6, 6,  and  7  after  "Wooden 
boxes,  etc.”  insert: 

Fiberboard  boxes  (ICC-12B)  WIMC  not  over 
5  lb.  cap.  each,  gr.  wt.  not  over  90  lb. 

L  Amend  “Nitroxylol”  as  follows: 
i.  In  columns  4,  5,  6,  and  7  under 
“Outside  containers,”  make  the  following 
changes: 
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(1)  Under  “Steel  barrels  or  drums” 
insert: 

(ICC-6J,  5B)  WIC  (ICC-2S  polyethylene)  not 
over  55  gal.  cap. 

(2)  Amend  “Aluminum  drums  (ICC- 
42B etc.)”  to  read: 

(ICC— 42B,  42C,  42D,  42E,  420)  not  over  55 
gal.  cap. 

(3)  After  “Wooden  boxes  (ICC-15A, 
etc.)”,  insert: 

Wooden  box  (ICC-16A)  WIC  polyethylene  2U, 
not  over  200  lb.  gr.  wt. 

(4)  Amend  "Fiberboard  boxes  (ICC- 
12B)  etc.”  to  read: 

Fiberboard  boxes  (ICC-12A,  12B)  WIC.  not 
over  65  lb.  gr.  wt. 

(5)  Insert: 

Fiberboard  box  (ICC-12B)  WIC  polyethylene 
2U  not  over  5  gal.  cap.  each,  not  over  65  lb. 
gr.  wt. 

Subpart — Detailed  Regulations  Gov¬ 
erning  Hazardous  Articles 

1.  Section  146.27-25  is  amended  by 
changing  subparagraph  (d)(2)  to  read 
as  follows: 

§  146.27—25  Requirements  and  condi¬ 
tions  for  loading,  stowing  and  trans¬ 
porting  baled  cotton. 

•  •  •  •  • 

(d)  *  *  • 

(2)  Inflammable  liquids,  inflammable 
compressed  gases,  inflammable  solids  or 
oxidizing  materials.  These  substances 
shall  not  be  stowed  in  the  same  hold  with 
cotton,  nor  in  the  hold  above  or  a  hold 
below  one  containing  cotton.  When  pos¬ 
sible  these  substances  should  not  be 
stowed  in  a  hold  adjacent  to  a  hold  con¬ 
taining  cotton.  When  it  is  impossible  to 
provide  such  separation,  these  substances 
may  be  stowed  in  holds  adjacent  to  one 
containing  cotton:  Provided,  That  the 
holds  are  separated  by  a  tight  steel  bulk¬ 
head:  And  provided  further.  That  the 
inflammable  liquids,  inflammable  com¬ 
pressed  gases,  inflammable  solids  or  oxi¬ 
dizing  materials  are  packed  in  metal 
containers. 

§  146.27—100  [Amendment] 

2.  Section  146.27-100  Table  K— Classi¬ 
fication:  Hazardous  articles  is  amended 
as  follows: 

a.  Amend  “Cotton  batting,  etc.”  as 
follows:  In  columns  4,  5,  6,  and  7  change 
the  note  to  read  as  follows: 

Shall  not  be  accepted  for  transportation 
unless  securely  baled,  bagged  or  in  tight 
containers.  Reject  wet  or  oil-stained  bales 
or  bags.  Bales  and  bags  shall  be  afforded 
the  requirements  and  conditions  for  loading, 
stowing,  and  transporting  as  detailed  in 
§  146.27-25  for  baled  cotton. 

b.  Amend  “Cotton  waste,  etc.”  as  fol¬ 
lows:  In  columns  4  and  5  amend  the 
note  and  in  columns  6  and  7  add  a  note 
to  read  as  follows: 

Shall  not  be  accepted  for  transportation 
unless  securely  baled  or  bagged.  Reject  wet 
or  oil-stained  bales  or  bags.  Bales  and  bags 
shall  be  afforded  the  requirements  and  condi¬ 
tions  for  loading,  stowing,  and  transporting 
as  detailed  in  §  146.27-25  for  baled  cotton. 

(R.S.  4405,  as  amended.  4462,  as  amended, 
4472,  as  amended;  46  U.S.C.  375.  416,  170. 


Interpret  or  apply  sec.  3,  68  Stat.  675:  50 
U.S.C.  198,  E.O.  10402,  17  P.R.  9917,  3  CFR, 
1952  Supp.) 

Dated:  June  6,  1960. 

[seal]  J.  A.  Hirshfield, 

Vice  Admiral,  U.S.  Coast  Guard, 
Acting  Commandant. 

[FR.  Doc.  60-5340;  Filed,  June  10,  1960; 

8:49  a.m.] 

Title  43— PUBLIC  LANDS: 
INTERIOR  . 

Chapter  I — Bureau  of  Land  Manage¬ 
ment,  Department  of  the  Interior 

APPENDIX — PUBLIC  LAND  ORDERS 

►  [Public  Land  Order  2112] 

[54152] 

SOUTH  DAKOTA 

Reserving  Lands  for  Wildlife  Con¬ 
servation  Revoking  Certain  Military 
Withdrawals  in  Part  (Fort  Meade 
Military  Reservation) 

By  virtue  of  the  authority  vested  in 
the  President,  and  pursuant  to  Executive 
Order  No.  10355  of  May  26,  1952,  and 
in  furtherance  of  the  purposes  and  ob¬ 
jectives  of  the  Fish  and  Wildlife  Co¬ 
ordination  Act  of  March  10,  1934  (48 
Stat.  401;  16  U.S.C.  661-6660  as 

amended,  it  is  ordered  as  follows: 

1.  ^jibject  to  valid  existing  rights,  the 
following -described  public  lands  are 
hereby  withdrawn  from  all  forms  of 
appropriation  under  the  public-land 
laws,  including  the  mining  but  not  the 
mineral  leasing  laws  nor  disposals  of 
materials  under  the  act  of  July  31,  1947 
(61  Stat.  681;  43  U.S.C.  601)  as  amended, 
and  reserved  under  jurisdiction  of  the 
Secretary  of  the  Interior  for  conserva¬ 
tion  of  natural  resources,  including 
recreational  and  wildlife  resources,  and 
the  protection  and  improvement  of  wild¬ 
life  habitat  thereon: 

Black  Hills  Meridian 

T.  5  N.,  R.  5  E., 

Sec.  10,  lots  5,  6  and  9; 

Sec.  11,  lots  2  and  3,  SWV4; 

Sec.  13,  lots  9  and  10,  S^NW^.  and  SW>A: 
Sec.  14.  lot  1.  W»/aNE>4,  SE>/4NE>A,  NW'/4, 
and  S l/2; 

Sec.  15,  lots  5.  8.  9.  10; 

Sec.  22,  lots  5,  6, 7,  and  8; 

Sec.  23,  all; 

Sec.  24,  W‘/4; 

Sec.  25,  lots  5,  6,  and  Ni/2NW>4: 

Sec.  26,  lots  5,  6,  7  and  8.  N^N^a- 
T.  6  N.,  R.  5  E., 

Sec.  25,  lots  7,  8,  9,  10  and  11,  SW‘A- 

The  described  lands  aggregate  3,340.16 
acres. 

2.  The  surface  and  mineral  resources 
of  the  lands  other  than  wildlife  re¬ 
sources,  shall  be  administered  by  the 
Bureau  of  Land  Management  under  ap¬ 
plicable  law  and  regulations.  Issuance 
of  oil  and  gas  leases  shall  be  governed 
by  the  regulations  in  43  CFR  192.9. 

3.  The  lands  may  be  made  available 
for  use  by  the  State  of  South  Dakota  by 
cooperative  agreement  between  the 


State,  the  Bureau  of  Sport  Fisheries  and 
Wildlife,  and  the  Bureau  of  Land  Man¬ 
agement  in  furtherance  of  the  purposes 
and  objectives  of  section  9  of  the  Act  of 
June  28,  1934  (48  Stat.  1273;  43  U.S.C. 
315h)  as  amended;  the  Act  of  September 
2,  1937  (50  Stat.  917;  16  U.S.C.  669- 
669i)  or  the  Fish  and  Wildlife  Coordina¬ 
tion  Act  of  March  10,  1934  (48  Stat.  401; 
16  U.S.C.  661-666c)  as  amended.  Such 
use  by  the  State,  however,  shall  be  sub¬ 
ordinate  to  the  primary  jurisdiction  of 
the  United  States  in  the  lands  and  shall 
be  subject  to  modification  or  termination 
by  the  Secretary  of  the  Interior  whenever 
he  shall  deem  such  action  to  be  in  the 
public  interest,  after  due  notice  and  an 
opportunity  to  be  heard. 

4.  Costs  for  the  suppresion  of  fires 
occurring  on  lands  administered  by  the 
Bureau  of  Land  Management  will  be  re¬ 
imbursed  to  the  agency  taking  fire  sup¬ 
pression  action  on  such4ands. 

5.  The  Executive  order  of  December 
17,  1878,  as  modified  by  the  Executive 
order  of  May  27,  1885,  reserving  lands  at 
the  Fort  Meade  Military  Reservation,  is 
hereby  revoked  so  far  as  it  affects  the 
lands  described  in  paragraph  1  of  this 
order  and  the  following-described^  lands. 

Black  Hills  Meridian 

T.  5  N.,  R.  5  E„ 

Sec.  27,  lots  8  and  9. 

6.  The  areas  described  in  paragraph 
5  of  this  order,  containing  90  acres,  were 
added  to  the  Black  Hills  National  Forest 
by  the  Proclamation  of  February  15, 1909. 
At  10:00  a.m.  on  July  12,  1960,  they  shall 
be  open  to  such  forms  of  appropriation 
as  may  by  law  be  made  of  national  forest 
lands. 

7.  There  is  excepted  from  the  reserva¬ 
tion  made  by  this  order,  an  area  of  ap¬ 
proximately  105.9  acres  in  lots  7  and  8 
and  the  N^NEVi  of  section  26,  T.  5  N., 
R.  5  E.,  which  was  reserved  by  Public 
Land  Order  No.  461  of  April  1,  1948,  for 
use  of  the  Department  of  the  Army  as  a 
national  cemetery. 

Roger  Ernst, 

Assistant  Secretary  of  the  Interior. 

June  6, 1960. 

[FR.  Doc.  60-5317;  Filed.  June  10,  1960; 

8:47  a.m.] 


[Public  Land  Order  2113] 

.  [1828568] 

[New  Mexico  039886] 

NEW  MEXICO 

Revoking  Executive  Order  No.  8923 
of  October  24,  1941,  as  Amended 

By  virtue  of  the  authority  vested  in 
the  President  and  pursuant  to  Executive 
Order  No.  10355  of  May  26.  1952,  it  is 
ordered  as  follows: 

1.  The  Executive  Order  No.  8923  of 
October  24,  1941,  as  amended  by  Execu¬ 
tive  Order  No.  9526  of  February  28,  1945, 
and  as  further  amended  by  Public  Land 
Order  No.  675  of  October  3,  1950,  which 
withdrew  the  following-described  lands 
for  use  of  the  War  Department  as  a  Na¬ 
tional  Guard  rifle  range,  is  hereby 
revoked : 
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New  Mexico  Principal  Meridian 

T.  ION.,  R.  2  E.. 

Sec.  4,  that  part  exclusive  of  the  Atrlsco 
Grant. 

T.  11N..R.  2E., 

Secs.  28  and  33. 

The  areas  described  aggregate  1,527.60 
acres. 

2.  Applications  and  selections  under 
the  nonmineral  public  land  laws  and  the 
regulations  in  43  CFR  will  be  received 
at  once  by  the  Manager  named  below. 
Priorities  in  the  consideration  of  such 
applications  will  be  recognized  as 
follows: 

a.  Until  10:00  a.m.  on  December  5, 
1960,  the  State  of  New  Mexico  shall  have 
a  preferred  right  of  application  to  select 
the  lands  in  accordance  with  and  sub¬ 
ject  to  the  provisions  of  subsection  (c)  of 
section  2  of  the  Act  of  August  27,  1958 
(72  Stat.  928;  4?  U.S.C.  851,  852),  and 
the  regulations  in  43  CFR. 

b.  All  valid  applications  under  the 
nonmineral  public  land  laws  other  than 
those  coming  under  subparagraph  (a) 
above,  presented  prior  to  10:00  a.m.  on 
December  5,  1960,  will  be  considered  as 
simultaneously  filed  at  that  hour.  Any 
rights  under  such  applications  filed 
thereafter  will  be  governed  by  the  time 
of  filing. 

c.  All  applications  under  subpara¬ 
graphs  (a)  and  (b)  above,  shall  be  sub¬ 
ject  to  those  from  persons  having  prior 
existing  valid  settlement  rights,  prefer¬ 
ence  rights  conferred  by  existing  law, 
and  equitable  claims  subject  to  allowance 
and  confirmation. 

3.  Persons  claiming  preferential  con¬ 
sideration  must  submit  evidence  of  their 
entitlement. 

4.  The  lands  will  be  open  to  applica¬ 
tions  and  offers  under  the  mineral  leas¬ 
ing  laws,  and  to  locations  under  the 


United  States  mining  laws  beginning  at 
10:00  a.m.  on  December  5,  1960.  Loca¬ 
tions  made  prior  thereto  shall  be  invalid. 

Inquiries  concerning  the  lands  shall  be 
addressed  to  the  Manager,  Land  Office, 
Bureau  of  Land  Management,  Santa  Fe, 
New  Mexico. 

Roger  Ernst, 

Assistant  Secretary  of  the  Interior. 
June  6,  1960. 

[F.R.  Doc.  60-5318;  Filed.  June  10,  1960; 
8:47  a.m.] 


(Public  Land  Order  2114] 
[Colorado  015325] 

COLORADO 

Opening  Lands  Under  Section  24  of 
the  Federal  Power  Act  (Power  Site. 
Reserve  No.  244) 

1.  In  DA-413-Colorado,  issued  Febru¬ 
ary  17,  1959,  the  Federal  Power  Commis¬ 
sion  determined  that  the  value  of  the 
following-described  lands  will  not  be 
injured  or  destroyed  for  purposes  of 
power  development  by  location,  entry  or 
selection  under  the  public  land  laws,  sub¬ 
ject  to  the  provisions  of  section  24  of  the 
Federal  Power  Act  of  June  10,  1920  (41 
Stat.  1075;  16  U.S.C.  818),  as  amended: 

Sixth  Principal  Meridian 

T.  3  S.,  R.  85  W., 

Sec.  7.E&SW1/4. 

Containing  80  acres. 

2.  The  lands  are  located  along  the 
Colorado  River  approximately  14  miles 
upstream  from  Dotsero,  Colorado.  The 
topography  is  very  rough,  with  shallow 
rocky  soil  supporting  scrub  pinion  and 
juniper  trees,  with  a  small  amount  of 
shrubs  and  grasses. 


3.  Until  10:00  a.m.  on  December  5, 
1960,  the  State  of  Colorado  shall  have  a 
preferred  right  of  application  to  select 
the  lands,  in  accordance  with  and  sub¬ 
ject  to  the  limitations  and  requirements 
of  subsection  (c)  of  section  2  of  the  Act 
of  August  27, 1958  (72  Stat.  928:  43  U.S.C. 
851,  852).  During  this  period  the  State 
may  also  apply  under  any  statute  or  reg¬ 
ulation  applicable  thereto,  for  the  reser¬ 
vation  to  the  State  or  to  any  of  its  po¬ 
litical  subdivisions  of  any  of  the  lands 
required  as  a  right-of-way,  or  as  a  source 
of  materials  for  the  construction  and 
maintenance  of  such  highways,  pursuant 
to  the  provisions  of  section  24  of  the 
Federal  Power  Act,  supra. 

4.  Beginning  at  10:00  a.m.  on  Decem¬ 
ber  5, 1960,  the  lands  shall  be  open  to  ap¬ 
plication,  petition,  location,  and  selec¬ 
tion  by  the  public  generally,  subject  to 
valid  existing  rights,  to  equitable  claims 
and  the  requirements  of  applicable  law. 

5.  The  lands  have  been  open  to  appli¬ 
cations  and  offers  under  the  mineral 
leasing  laws,  and  to  location  under  the 
United  States  mining  laws  pursuant  to 
the  Act  of  August  11,  1955  (69  Stat  682; 
30  U.S.C.  621). 

6.  The  lands  are  occupied  in  whole  or 
in  part  by  claimants  under  the  public 
land  laws  who  have  built  valuable  im¬ 
provements  on  the  lands  and  who  claim 

•  an  equitable  interest  therein. 

Inquiries  concerning  the  lands  should 
be  addressed  to  the  Manager,  Land  Of¬ 
fice,  Bureau  of  Land  Management,  Den¬ 
ver,  Colorado. 

Roger  Ernst, 

Assistant  Secretary  of  the  Interior. 

June  6,  1960. 

[F.R.  Doc.  60-5319;  Filed,  June  10,  1960; 

8:47  a.m.] 


■ 


Proposed  Rule  Making 


FEDERAL  AVIATION  AGENCY 

[14  CFR  Part  602  ] 

[Airspace  Docket  No.  60-WA-74J 

CODED  JET  ROUTES 
Establishment 

Pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (§  409.13,  24 
F.R.  3499),  notice  is  hereby  given  that 
the  Federal  Aviation  Agency  is  consider¬ 
ing  an  amendment  to  Part  602  of  the 
regulations  of  the  Administrator,  the 
substance  of  which  is  stated  below. 

The  Federal  Aviation  Agency  has 
under  consideration  the  establishment 
of  VOR/VORTAC  jet  route  No.  92  be¬ 
tween  Oakland,  Calif.,  and  Tuscon, 
Ariz.  This  route  would  be  established 
from  the  Oakland  VOR  via  the  Stockton, 
Calif.,  VOR;  intersection  of  the  Stock- 
ton  VOR  085°,  the  Tonopah,  Nev.,  VOR 
268°  and  the  Beatty,  Nev.,  VOR  326° 
True  radials;  Beatty  VOR;  intersection 
of  the  Beatty  VOR  142°  and  the  Las 
Vegas,  Nev.,  VOR  266°  True  radials;  Las 
Vegas  VOR;  Prescott,  Ariz.,  VOR;  Phoe¬ 
nix,  Ariz.,  VOR;  to  the  Tuscon  VOR. 
The  establishment  of  this  jet  route 
would  provide  a  route  for  jet  aircraft 
service  between  the  San  Francisco- 
Oakland  terminal  area  and  Tuscon 
which  will  begin  in  the  near  future. 

If  this  action  is  taken,  VOR/VORTAC 
jet  route  No.  92  would  be  established 
from  Oakland,  Calif.,  to  Tuscon,  Ariz., 
via  the  Stockton,  Calif.,  VOR;  inter¬ 
section  of  the  Stockton  VOR  085°,  the 
Tonopah,  Nev.,  VOR  268°  and  the 
Beatty,  Nev.,  VOR  326°  True  radials; 
Beatty  VOR;  intersection  of  the  Beatty 
VOR  142°  and  the  Las  Vegas,  Nev.,  VOR 
266®  True  radials;  Las  Vegas  VOR; 
Prescott,  Ariz.,  VOR;  Phoenix,  Ariz., 
VOR;  to  the  Tuscon,  Ariz.,  VOR. 

Interested  persons  may  submit  such 
written  data,  views  or  arguments  as  they 
may  desire.  Communications  should  be 
submitted  in  triplicate  to  the  Chief,  Air¬ 
space  Utilization  Division,  Federal  Avia¬ 
tion  Agency,  Washington  25,  D.C.  All 
communications  received  within  thirty 
days  after  publication  of  this  notice 
in  the  Federal  Register  will  be  consid¬ 
ered  before  action  is  taken  on  the  pro¬ 
posed  amendment.  No  public  hearing 
is  contemplated  at  this  time,  but  ar¬ 
rangements  for  informal  conferences 
with  Federal  Aviation  Agency  officials 
may  be  made  by  contacting  the  Chief, 
Airspace  Utilization  Division.  Any  data, 
views  or  arguments  presented  during 
such  conferences  must  also  be  submitted 
in  writing  in  accordance  with  this  notice 
in  order  to  become  part  of  the  record 
for  consideration.  The  proposal  con¬ 
tained  in  this  notice  may  be  changed  in 
the  light  of  comments  received. 

The  official  Docket  will  be  available 
for  examination  by  interested  persons  at 
the  Docket  Section,  Federal  Aviation 
No.  114 - 5 


Agency,  Room  B-316,  1711  New  York 
Avenue  NW.,  Washington  25,  D.C. 

This  amendment  is  proposed  under 
sections  307(a)  and  313(a)  of  the  Fed¬ 
eral  Aviation  Act  of  1958  (72  Stat.  749, 
752;  49  U.S.C.  1348,  1354). 

Issued  in  Washington,  D.C.,  on  June  6, 
1960. 

Charles  W.  Carmody, 

Acting  Director,  Bureau  of 
Air  Traffic  Management. 

[F.R.  Doc.  60-5305;  Filed.  June  10,  1960; 
8:45  a.m.] 


[14  CFR  Part  602  1 

[Airspace  Docket  No.  60-WA-102] 

CODED  JET  ROUTES 
Establishment 

Pursuant  to  the  authority  delegated  to 
me  by  the  Administrator  (§  409.13,  24 
F.R.  3499),  notice  is  hereby  given  that 
the  Federal  Aviation  Agency  is  consid¬ 
ering  an  amendment  to  Part  602  of  the 
regulations  of  the  Administrator,  the 
substance  of  which  is  stated  below. 

The  Federal  Ayiation  Agency  has 
under  consideration  the  establishment  of 
VOR/VORTAC  jet  route  No.  104  from 
the  Tuscon,  Ariz.,  VOR  to  the  Grants,  N. 
Mex.,  VOR.  The  establishment  of  this 
jet  route  would  provide  a  portion  of  a 
route,  to  be  used  in  conjunction  with  ex¬ 
isting  jet  routes,  for  jet  aircraft  service 
between  Tuscon  and  Chicago,  Ill.,  which 
will  begin  in  the  near  future.  , 

If  this  action  is  taken,  VOR/VORTAC 
jet  route  No.  104  would  be  established 
from  Tuscon,  Ariz.,  to  Grants,  N.  Mex. 

Interested  persons  may  submit  such 
written  data,  views  or  arguments  as  they 
may  desire.  Communications  should  be 
submitted  in  triplicate  to  the  Chief, 
Airspace  Utilization  Division,  Federal 
Aviation.  Agency,  Washington  25,  D.C. 
All  communications  received  within 
thirty  days  after  publication  of  this 
notice  in  the  Federal  Register  will  be 
considered  before  action  is  taken  on  the 
proposed  amendment.  No  public  hear¬ 
ing  is  contemplated  at  this  time,  but  ar¬ 
rangements  for  informal  conferences 
with  Federal  Aviation  Agency  officials 
may  be  made  by  contacting  the  Chief, 
Airspace  Utilization  Division.  Any  data, 
views  or  arguments  presented  during 
such  conferences  must  also  be  submitted 
in  writing  in  accordance  with  this  notice 
in  order  to  become  part  of  the  record 
for  consideration.  The  proposal  con¬ 
tained  in  this  notice  may  be  changed  in 
the  light  of  comments  received. 

The  official  Docket  will  be  available 
for  examination  by  interested  persons  at 
the  Docket  Section,  Federal  Aviation 
Agency,  Room  B-316,  1711  New  York 
Avenue  NW.,  Washington  25,  D.C. 

This  amendment  is  proposed  under 
sections  307(a)  and  313(a)  of  the  Fed¬ 


eral  Aviation  Act  of  1958  (72  Stat.  749, 
752;  49  U.S.C.  1348,  1354). 

Issued  in  Washington,  D.C.,  on 
June  6,  1960. 

Charles  W.  Carmody, 

Acting  Director ,  Bureau  of 
Air  Traffic  Management. 

[F.R.  Doc.  60-5306;  Filed,  June  10,  1960; 
8:46  a.m.] 


[14  CFR  Part  608  1 

[Airspace  Docket  No.  60-WA-121] 

RESTRICTED  AREAS 
Revocation 

Pursuant  to  the  authority  delegated 
to  me  by  the  Administrator  (§  409.13,  24 
F.R.  3499),  notice  is  hereby  given  that 
the  Federal  Aviation  Agency  is  consid¬ 
ering  an  amendment  to  &  608.57  of  the 
regulations  of  the  Administrator,  the 
substance  of  which  is  stated  below. 

The  Federal  Aviation  Agency  is  cur¬ 
rently  reviewing  the  utilization  of  all 
existing  restricted  areas.  This  review  is 
based  upon  all  data  available  to  the  Fed¬ 
eral  Aviation  Agency,  including  any  re¬ 
ceived  in  response  to  Special  Airspace 
Regulation  No.  1  (24  F.R.  5898) .  Accord¬ 
ing  to  the  data  available,  it  appears  that 
the  following  restricted  area  does  not 
have  sufficient  justification  to  warrant 
continued  designation,  and  revocation 
thereof  would  be  in  the  public  interest: 

Sheboygan,  Wls.,  Restricted  Area  (R-83-A). 
This  is  an  area  of  approximately  636  square 
miles  over  the  central  part  of  Lake  Michigan, 
northwest  of  Muskegon,  Mich.  It  is  con¬ 
trolled  by  the  Commanding  officer,  Naval  Air 
Station,  Glenview,  Ill.  It  was  designated  for 
air-to-air  gunnery,  alr-to-surface  gunnery, 
rocket  firing,  tactics,,  antiaircraft  firing, 
bombing  and  strafing  for  use  at  altitudes  to 
65,000  feet  MSL  and  dally  0730  to  1700. 

If  this  action  is  taken,  Sheboygan, 
Wis.,  Restricted  Area  (Rr-83-A),  would 
be  revoked. 

Interested  persons  may  submit  such 
written  data,  views  or  arguments  as  they 
may  desire.  Communications  should  be 
submitted  in  triplicate  to  the  Chief,  Air 
Traffic  Management  Field  Division,  Fed¬ 
eral  Aviation  Agency,  4825  Troost  Av¬ 
enue,  Kansas  City  10,  Mo.  All  communi¬ 
cations  received  within  forty-five  days 
after  publication  of  this  notice  in  the 
Federal  Register  will  be  considered  be¬ 
fore  action  is  taken  on  the  proposed 
amendment.  No  public  hearing  is  con¬ 
templated  at  this  time,  but  arrange¬ 
ments  for  informal  conferences  with 
Federal  Aviation  Agency  officials  may  be 
made  by  contacting  the  Regional  Air 
Traffic  Management  Field  Division 
Chief,  or  the  Chief,  Airspace  Utilization 
Division,  Federal  Aviation  Agency, 
Washington  25,  D.C.  Any  data,  views  or 
arguments  presented  during  such  con¬ 
ferences  must  also  be  submitted  in  writ¬ 
ing  in  accordance  with  this  notice  in 
order  to  become  part  of  the  record  for 
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consideration.  The  proposal  contained 
in  this  notice  may  be  changed  in  the 
light  of  comments  received. 

The  official  Docket  will  be  available  for 
examination  by  interested  persons  at  the 
Docket  Section,  Federal  Aviation  Agency, 
Hoorn  B-316, 1711  New  York  Avenue  NW., 
Washington  25,  D.C.  An  informal 
Docket  will  also  be  available  for  exami¬ 
nation  at  the  office  of  the  Regional  Air 
Traffic  Management  Field  Division  Chief. 

This  amendment  is  proposed  under 
sections  307(a)  and  313(a)  of  the  Fed¬ 
eral  Aviation  Act  of  1958  (72  Stat.  749, 
752;  49  U.S.C.  1348,  1354). 

'  Issued  in  Washington,  D.C.,  on  June 
6, 1960. 

Charles  W.  Carmody, 

Acting  Director,  Bureau  of 
Aiir  Traffic  Management. 

|F.R.  Doc.  60-5307;  Filed,  June  10,  1960; 
8:46  a.m.j 

FEDERAL  COMMUNICATIONS 
COMMISSION 

[  47  CFR  Part  17  1 

(Docket  No.  13384] 

CONSIDERATION  OF  ANTENNA 

STRUCTURES  WITH  RESPECT  TO 

POSSIBLE  HAZARD  TO  AIR  NAVI¬ 
GATION 

Order  Extending  Time  for  Filing 
Comments 

In  the  matter  of  amendment  of 
8  17.4  (a),  (b),  (c)  and  (d).  Part  17 — 
Construction,  Marking  and  Lighting  of 
Antenna  Structures. 

1.  The  Commission  has  before  it  for 
consideration  a  telegraphic  request  of 
the  Association  of  Federal  Communica¬ 
tions  Consulting  Engineers  to  extend 
the  time  for  comments  in  the  above- 
entitled  proceeding  to  June  17,  1960. 

2.  In  support  of  Its  request,  the  As¬ 
sociation  states  that  the  Chairman  of 
the  Committee  of  the  Association  has 
been  concerned  with  a  protest  hearing 


In  Tucson  and  because  of  the  priority 
of  this  hearing  the  Association  requests 
a  ten  day  extension. 

3.  In  addition,  other  factors  have  come 
to  the  attention  of  the  Commission 
which  leads  to  the  conclusion  that  an 
extension  of  time  in  which  to  file  com¬ 
ments  would  not  militate  against  orderly 
administration. 

4.  In  view  of  the  foregoing:  It  is  or¬ 
dered,  That  the  date  for  filing  comments 
in  the  above-entitled  matter  is  extended 
to  June  22,  1960,  and  the  date  for  filing 
replies  to  such  comments  is  extended  to 
July  5,  1960. 

Adopted:  June  7, 1960. 

Released:  June  8,  1960. 

Federal  Communications 
Commission, 

[seal]  Ben  F.  Waple, 

Acting  Secretary. 

[F.R.  Doc.  60-5351;  Filed.  June  10,  1960; 
8:50  a.m.] 

INTERSTATE  COMMERCE 
COMMISSION 

[  49  CFR  Part  136  1 

(Ex  Parte  171] 

INSTALLATION,  INSPECTION,  MAIN¬ 
TENANCE,  AND  REPAIR  OF  SYS¬ 
TEMS,  DEVICES,  AND  APPLIANCES 

Locking,  Hand-Operated  Switch 

Rules,  standards  and  instructions  for 
installation,  inspection,  maintenance, 
and  repair  of  automatic  block  signal 
systems,  interlocking,  traffic  control 
systems,  automatic  train  stop,  train  con¬ 
trol,  and  cab  signal  systems,  and  other 
similar  appliances,  methods  and  systems. 

At  a  session  of  the  Interstate  Com¬ 
merce  Commission,  division  3,  held  at  its 
office  in  Washington,  D.C.  on  the  2d  day 
of  June  A.D.  1960. 

Notice  is  hereby  given  pursuant  to  the 
provisions  of  section  4(a)  of  the  Admin¬ 
istrative  Procedure  Act  (60  Stat.  237,  5 
U.S.C.  1003)  that  the  Commission  has 


under  consideration  revision  of  §  136.410 
of  the  above  rules,  Standards  and  In¬ 
structions  prescribed  by  the  order  of 
June  29,  1950,  as  amended,  by  revising 
said  section  to  read  as  follows: 

§  136.410  Locking,  hand-operated 
switch. 

(a)  Each  hand-operated  switch  in 
main  track  shall  be  locked  either  elec¬ 
trically  or  mechanically  in  normal  posi¬ 
tion,  except  where: 

(1)  Train  speeds  over  switch  do  not 
exceed  20  miles  per  hour;  or 

(2)  Trains  are  not  permitted  to  clear 
the  main  track  at  such  switch;  or 

(3)  Both  switch  and  traffic-control 
system  were  installed  prior  to  October  1, 
1950. 

(b)  Approach  or  time  locking  shall  be 
provided  and  locking  may  be  released 
either  automatically,  or  by  the  control 
operator,  but  only  after  the  control  cir¬ 
cuits  of  signals  governing  movement  in 
either  direction  over  the  switch  and 
which  display  aspects  with  indications 
more  favorable  than  “proceed  at  re¬ 
stricted  speed”  have  been  opened  directly 
or  by  shunting  of  track  circuit. 

Any  interested  person  may  on  or  be¬ 
fore  July  11,  1960,  file  with  the  Com¬ 
mission’s  Secretary  written  views,  argu¬ 
ments  or  suggestions  to  be  considered 
in  this  connection  and  may  request  oral 
argument  thereon.  Unless  otherwise 
ordered,  after  consideration  of  represen¬ 
tations  so  received  and  with  such 
changes  as  may  seem  warranted  be¬ 
cause  of  them,  an  order  will  be  entered 
making  the  revised  Rule,  Standard  and 
Instruction  effective  after  due  notice  to 
all  carriers  which  will  be  subject  thereto. 

The  proposed  revised  section  is  to  be 
issued  under  authority  contained  in 
section  25(c)  of  the  Interstate  Commerce 
Act,  as  amended  (54  Stat.  919;  49 
U.S.C.  26). 

By  the  Commission,  Division  3. 

[seal]  Harold  D.  McCoy, 

Secretary. 

[F.R.  Doc.  60-5332;  Filed,  June  10,  I960; 

8:48  a.m.] 
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[  I960  Department  Circular  No.  1043] 

3Y4  PERCENT  TREASURY  NOTES  OF 
SERIES  D— 1964 

Offering  of  Notes 

June  8, 1960. 

1.  Offering  of  notes.  1.  The  Secretary 
of  the  Treasury,  pursuant  to  the  author¬ 
ity  of  the  Second  Liberty  Bond  Act,  as 
amended,  invites  subscriptions,  at  par, 
from  the  people  of  the  United  States  for 
notes  of  the  United  States,  designated 
3%  percent  Treasury  Notes  of  Series 
D-1964,  in  exchange  for  2%  percent 
Treasury  ponds  of  1961,  dated  February 
15,  1954,  due  November  15,  1961.  Sub¬ 
scriptions  to  the  offering  under  this  cir¬ 
cular  are  invited  up  to  an  amount  not  to 
exceed  $3,500,000,000.  If  subscriptions 
exceed  this  amount  by  more  than  10  per¬ 
cent,  they  will  be  subject  to  allotment. 
The  books  will  be  open  only  on  June  8  to 
June  13,  1960,  inclusive,  for  the  receipt 
of  subscriptions  for  this  issue. 

2.  In  addition  to  the  exchange  offer¬ 
ing  under  this  circular,  holders  of  the 
eligible  bonds  are  also  offered  the  priv¬ 
ilege  of  exchanging  them  for  3%  percent 
Treasury  Bonds  of  1968,  which  offering  is 
set  forth  in  Department  Circular  No. 
1044,  issued  simultaneously  with  this 

.  circular. 

3.  Nonrecognition  of  gain  or  loss  for 
Federal  Income  tax  purposes:  Pursuant 
to  the  provisions  of  section  1037(a)  of 
the  Internal  Revenue  Code  of  1954  as 
added  by  Public  Law  86-346  (approved 
September  22,  1959),  the  Secretary  of 
the  Treasury  hereby  declares  that  no 
gain  or  loss  shall  be  recognized  for  Fed¬ 
eral  income  tax  purposes  upon  the  ex¬ 
change  with  the  United  States  of  the  2  l/2 
percent  Treasury  Bonds  of  1961,  due  No¬ 
vember  15,  1961,  solely  for  the  3%  per¬ 
cent  Treasury  Notes  of  Series  D-1964. 
Gain  or  loss,  if  any,  upon  the  obligations 
surrendered  in  exchange  will  be  taken 
into  account  upon  the  disposition  or  re¬ 
demption  of  the  new  obligations. 

n.  Description  of  notes.  1.  The  notes 
will  be  dated  June  23, 1960,  and  will  bear 
interest  from  that  date  at  the  rate  of 
3%  percent  per  annum,  payable  on  a 
semiannual  basis  on  November  15,  1960, 
and  thereafter  on  May  15  and  November 
15  in  each  year  until  the  principal 
amount  becomes  payable.  They  will  ma¬ 
ture  May  15, 1964,  and  will  not  be  subject 
to  call  for  redemption  prior  to  maturity. 

2.  The  income  derived  from  the  notes 
is  subject  to  all  taxes  imposed  under  the 
Internal  Revenue  Code  of  1954.  The 
notes  are  subject  to  estate,  inheritance, 
gift  or  other  excise  taxes,  whether  Fed¬ 
eral  or  State,  but  are  exempt  from  all 
taxation  now  or  hereafter  imposed  on 
the  principal  or  interest  thereof  by  any 
State,  or  any  of  the  possessions  of  the 
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United  States,  or  by  any  local  taxing 
authority. 

3.  The  notes  will  be  acceptable  to  se¬ 
cure  deposits  of  public  moneys.  They 
will  not  be  acceptable  in  payment  of 
taxes. 

4.  Bearer  notes  with  interest  coupons 
attached,  and  notes  registered  as  to  prin¬ 
cipal  and  interest,  will  be  issued  in  de¬ 
nominations  of  $1,000,  $5,000,  $10,000, 
$100,000,  $1,000,000,  $100,000,000  and 
$500,000,000.  Provision  will  be  made  for 
the  interchange  of  notes  of  different  de¬ 
nominations  and  of  coupon  and  regis¬ 
tered  notes,  and  for  the  transfer  of 
registered  notes,  under  rules  and  regula¬ 
tions  prescribed  by  the  Secretary  of  the 
Treasury. 

5.  The  notes  will  be  subject  to  the  gen¬ 
eral  regulations  of  the  Treasury  Depart¬ 
ment,  now  or  hereafter  prescribed,  gov¬ 
erning  United  States  notes. 

m.  Subscription  and  allotment.  1. 
Subscriptions  will  be  received  at  the  Fed¬ 
eral  Reserve  Banks  and  Branches  and 
at  the  Office  of  the  Treasurer  of  the 
United  States,  Washington.  Only  the 
Federal  Reserve  Banks  and  the  Treasury 
Department  are  authorized  to  act  as 
official  agencies.  Banking  institutions 
generally  may  submit  subscriptions  for 
account  of  customers.  Subscriptions 
from  banking  institutions  for  their  own 
account.  Federally  insured  savings  and 
loan  associations,  States,  political  sub¬ 
divisions  or  instrumentalities  thereof, 
public  pension  and  retirement  and  other 
public  funds,  international  organizations 
in  which  the  United  States  holds  mem¬ 
bership,  foreign  central  banks  and  for¬ 
eign  States,  Government  Investment  Ac¬ 
counts,  and  the  Federal  Reserve  System 
will  be  received  without  deposit.  Sub¬ 
scriptions  from  all  others  must  be  ac¬ 
companied  by  the  deposit  of  2x/2  percent 
Treasury  Bonds  of  1961,  due  November 
15,  1961,  in  the  amount  of  not  less  than 
10  percent  of  the  amount  of  notes  ap¬ 
plied  for,  not  subject  to  withdrawal 
until  after  allotment.  Registered  bonds 
submitted  as  deposits  should  not  be  as¬ 
signed.  After  allotment  detached  as¬ 
signment  forms  may  be  used  as  provided 
in  Section  V  hereof. 

2.  The  Secretary  of  the  Treasury  re¬ 
serves  the  right  to  reject  or  reduce  any 
subscription,  to  allot  less  than  the 
amount  of  notes  applied  for,  and  to  make 
different  percentage  allotments  to  vari¬ 
ous  classes  of  subscribers;  and  any  action 
he  may  take  in  these  respects  shall  be 
final.  The  basis  of  the  allotment  will  be 
publicly  announced,  and  allotment  no¬ 
tices  will  be  sent  out  promptly  upon 
allotment. 

IV.  Payment.  1.  Payment  at  par  for 
notes  allotted  hereunder  must  be  made 
on  or  before  June  23,  1960,  or  on  later 
allotment,  and  may  be  made  only  in  2  y2 
percent  Treasury  Bonds  of  1961,  due  No¬ 
vember  15,  1961,  which  will  be  accepted 
at  par.  Coupons  dated  November  15, 


1960,  and  all  subsequent  coupons,  must 
be  attached  to  the  bonds  in  coupon  form 
when  surrendered  and  accrued  interest 
from  May  15,  1960,  to  June*  23,  1960 
($2.64946  per  $1,000)  will  be  paid  sub¬ 
scribers,  in  the  case  of  bearer  bonds  fol¬ 
lowing  their  acceptance,  and  in  the  case 
of  registered  bonds  following  discharge 
of  registration.  In  the  case  of  registered 
bonds,  the  accrued  interest  will  be  paid 
by  check  drawn  in  accordance  with  the 
assignments  on  the  bonds  surrendered, 
or  by  credit  in  any  account  maintained 
by  a  banking  institution  with  the  Fed¬ 
eral  Reserve  Bank  of  its  District. 

V.  Assignment  of  registered  bonds. 
1.  After  allotment  2l/2  percent  Treasury 
Bonds  of  1961  in  registered  form  ten¬ 
dered  in  payment  for  notes  offered  here¬ 
under  should  be  assigned  by  the 
registered  payees  or  assignees  thereof, 
in  accordance  with  the  general  regula¬ 
tions  of  the  Treasury  Department  gov¬ 
erning  assignments  for*  transfer  or 
exchange,  in  one  of  the  forms  hereafter 
set  forth,  and  thereafter  should  be  pre¬ 
sented  and  surrendered  to  a  Federal 
Reserve  Bank  or  Branch  or  to  the  Office 
of  the  Treasurer  of  the  United  States, 
Washington,  D.C.  If  the  new  notes  are 
desired  registered  in  the  same  name  as 
the  bonds  surrendeded  in  exchange,  the 
assignment  should  be  to  "The  Secretary 
of  the  Treasury  for  exchange  for  3% 
percent  Treasury  Notes  of  Series 
D-1964.”  If  the  new  notes  are  desired 
registered  in  another  name,  the  assign¬ 
ment  should  be  to  "The  Secretary  of  the 
Treasury  for  exchange  for  3%  percent 
Treasury  Notes  of  Series  D-1964,  in  the 

name  of _ "  If  new  notes  in 

bearer  form  are  desired,  the  assignment 
should  be  to  "The  Secretary  of  the 
Treasury  for  exchange  for  3%  percent 
Treasury  Notes  of  Series  D-1964  in  cou¬ 
pon  form  to  be  delivered  to _ ” 

Detached  assignment  forms  may  be  used 
for  the  convenience  of  subscribers. 

VI.  General  provisions.  1.  As  fiscal 
agents  of  the  United  States,  Federal  Re¬ 
serve  Banks  are  authorized  and  re¬ 
quested  to  receive  subscriptions,  to  make 
allotments  on  the  basis  and  up  to  the 
amounts  indicated  by  the  Secretary  of 
the  Treasury  to  the  Federal  Reserve 
Banks  of  the  respective  Districts,  to  is¬ 
sue  allotment  notices,  to  receive  payment 
for  notes  allotted,  to  make  delivery  of 
notes  on  full-paid  subscriptions  allotted, 
and  they  may  issue  interim  receipts 
pending  delivery  of  the  definitive  notes. 

2.  The  Secretary  of  the  Treasury  may 
at  any  time,  or  from  time  to  time,  pre¬ 
scribe  supplemental  or  amendatory  rules 
and  regulations  governing  the  offering, 
which  will  be  communicated  promptly  to 
the  Federal  Reserve  Banks. 

[seal]  Robert  B.  Anderson, 
Secretary  of  the  Treasury. 

[F.R.  Doc.  60-6342;  Piled,  June  10.  1960; 

8:49  a.m.] 
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(I960  Department  Circular  No.  1044] 

3%  PERCENT  TREASURY  BONDS  OF 
1968 

Offering  of  Bonds 

June  8, 1960. 

1.  Offering  of  bonds.  1.  The  Secretary- 
of  the  Treasury,  pursuant  to  the  author¬ 
ity  of  the  Second  Liberty  Bond  Act,  as 
amended,  invites  subscriptions,  at  par, 
from  the  people  of  the  United  States  for 
bonds  of  the  United  States,  designated 
3%  percent  Treasury  Bonds  of  1968,  in 
exchange  for  2Y2  percent  Treasury  Bonds 
of  1961,  dated  February  15,  1954,  due 
November  15, 1961.  Subscriptions  to  the 
offering  under  this  circular  are  invited 
up  to  an  amount  not  to  exceed  $1,500,- 
000,000.  If  subscriptions  exceed  this 
amount  by  more  than  10  percent,  they 
will  be  subject  to  allotment.  The  books 
will  be  open  only  on  June  8  to  June  13, 
1960,  inclusive,  for  the  receipt  of  sub¬ 
scriptions  for  this  issue. 

2.  In  addition  to  the  offering  under 
this  circular,  holders  of  the  eligible  bonds 
are  offered  the  privilege  of  exchanging 
them  for  3%  percent  Treasury  Notes  of 
Series  D-1964,  which  offering  is  set  forth 
in  Department  Circular  No.  1043,  issued 
simultaneously  with  this  circular. 

3.  Nonrecognition  of  gain  or  loss  for 
Federal  income  tax  purposes:  Pursuant 
to  the  provisions  of  section  1037(a)  of 
the  Internal  Revenue  Code  of  1954  as 
added  by  Public  Law  86-346  (approved 
September  22, 1959) ,  the  Secretary  of  the 
Treasury  hereby  declares  that  no  gain  or 
loss  shall  be  recognized  for  Federal  in¬ 
come  tax  purposes  upon  the  exchange 
with  the  United  States  of  the  2*4  percent 
Treasury  Bonds  of  1961,  due  November 
15, 1961,  solely  for  the  31/a  percent  Treas¬ 
ury  Bonds  of  1968.  Gain  or  loss,  if  any, 
upon  the  obligations  surrendered  in  ex¬ 
change  will  be  taken  into  account  upon 
the  disposition  or  redemption  of  the  new 
obligations. 

n.  Description  of  bonds.  1.  The  bonds 
will  be  dated  June  23, 1960,  and  will  bear 
interest  from  that  date  at  the  rate  of 
3%  percent  per  annum,  payable  on  a 
semiannual  basis  on  November  15,  1960, 
and  thereafter  on  May  15  and  November 
15  in  each  year  until  the  principal 
amount  becomes  payable.  They  will 
mature  May  15,  1968,  and  will  not  be 
subject  to  call  for  redemption  prior  to 
maturity. 

2.  The  income  derived  from  the  bonds 
is  subject  to  all  taxes  imposed  under  the 
Internal  Revenue  Code  of  1954.  The 
bonds  are  subject  to  estate,  inheritance, 
gift  or  other  excise  taxes,  whether  Fed¬ 
eral  or  State,  but  are  exempt  from  all 
taxation  now  or  hereafter  imposed  on 
the  principal  or  interest  thereof  by  any 
State,  or  any  of  the  possessions  of  the 
United  States,  or  by  any  local  taxing 
authority. 

3.  The  bonds  will  be  acceptable  to  se¬ 
cure  deposits  of  public  moneys.  They 
will  not  be  acceptable  in  payment  of 
taxes. 

4.  Bearer  bonds  with  interest  coupons 
attached,  and  bonds  registered  as  to 
principal  and  interest,  will  be  issued  in 


denominations  of  $500,  $1,000,  $5,000, 
$10,000,  $100,000  and  $1,000,000.  Provi¬ 
sion  will  be  made  for  the  interchange  of 
bonds  of  different  denominations  and  of 
coupon  and  registered  bonds,  and  for  the 
transfer  of  registered  bonds,  under  rules 
and  regulations  prescribed  by  the  Secre¬ 
tary  of  the  Treasury. 

5.  The  bonds  will  be  subject  to  the 
general  regulations  of  the  Treasury  De¬ 
partment,  now  or  hereafter  prescribed, 
governing  United  States  bonds. 

m.  Subscription  and  allotment. 
1.  Subscriptions  will  be  received  at  the 
Federal  Reserve  Banks  and  Branches 
and  at  the  Office  of  the  Treasurer  of 
the  United  States,  Washington.  Only 
the  Federal  Reserve  Banks  and  the 
Treasury  Department  are  authorized  to 
act  as  official  agencies.  Banking  in¬ 
stitutions  generally  may  submit  sub¬ 
scriptions  for  account  of  customers. 
Subscriptions  from  banking  institutions 
for  their  own  account.  Federally  insured 
savings  and  loan  associations,  States, 
political  subdivisions  or  instrumen¬ 
talities  thereof,  public  pension  and 
retirement  and  other  public  funds, 
international  organizations  in  which  the 
United  States  holds  membership,  foreign 
central  banks  and  foreign  States,  Gov¬ 
ernment  Investment  Accounts,  and  the 
Federal  Reserve  System  will  be  received 
without  deposit.  Subscriptions  from  all 
others  must  be  accompanied  by  the  de¬ 
posit  of  2V2  percent  Treasury  Bonds  of 
1961,  due  November  15,  1961.  In  the 
amount  of  not  less  than  10  percent  of 
the  amount  of  bonds  applied  for,  not 
subject  to  withdrawal  until  after  allot¬ 
ment.  Registered  bonds  submitted  as 
deposits  should  not  be  assigned.  After 
lallotment  detached  assignment  forms 
may  be  used  as  provided  in  section  V 
hereof. 

2.  The  Secretary  of  the  Treasury  re¬ 
serves  the  right  to  reject  or  reduce  any 
subscription,  to  allot  less  than  the 
amount  of  bonds  applied  for,  and  to 
make  different  percentage  allqtments 
to  various  classes  of  subscribers;  and 
any  action  he  may  take  in  these 
respects  shall  be  final.  The  basis  of  the 
allotment  will  be  publicly  announced, 
and  allotment  notices  will  be  sent  out 
promptly  upon  allotment. 

IV.  Payment.  1.  Payment  at  par  for 
bonds  allotted  hereunder  must  be  made 
on  or  before  June  23,  1960,  or  on  later 
allotment,  and  may  be  made  only  in  2% 
percent  Treasury  Bonds  of  1961,  due  No¬ 
vember  15,  1961,  which  will  be  accepted 
at  par.  Coupons  dated  November  15, 
1960,  and  all  subsequent  coupons,  must 
be  attached  to  the  bonds  in  coupon  form 
when  surrendered  and  accrued  interest 
from  May  15,  1960,  to  June  23,  1960 
($2.64946  per  $1,000)  will  be  paid  sub¬ 
scribers,  in  the  case  of  bearer  bonds  fol¬ 
lowing  their  acceptance,  and  in  the  case 
of  registered  bonds  following  discharge 
of  registration.  In  the  case  of  registered 
bonds,  the  accrued  interest  will  be  paid 
by  check  drawn  in  accordance  with  the 
assignments  on  the  bonds  surrendered, 
or  by  credit  in  any  account  maintained 
by  a  banking  institution  with  the  Federal 
Reserve  Bank  of  its  District. 


V.  Assignment  of  registered  bonds.  1. 
After  allotment  2&  percent  Treasury 
Bonds  of  1961  in  registered  form  tend¬ 
ered  in  payment  for  bonds  offered  here¬ 
under  should  be  assigned  by  the  regis¬ 
tered  payees  or  assignees  thereof,  in 
accordance  with  the  general  regulations 
of  the  Treasury  Department  governing 
assignments  for  transfer  or  exchange,  in 
one  of  the  forms  hereafter  set  forth,  and 
thereafter  should  be  presented  and  sur¬ 
rendered  to  a  Federal  Reserve  Bank  or 
Branch  or  to  the  Office  of  the  Treasurer 
of  the  United  States,  Washington,  D.C. 
If  the  new  bonds  are  desired  registered  in 
the  same  name  as  the  bonds  surrendered 
in  exchange,  the  assignment  should  be 
to  “The  Secretary  of  the  Treasury  for 
exchange  for  3%  percent  Treasury  Bonds 
of  1968.”  If  the  new  bonds  are  desire^ 
registered  in  another  name,  the  assign¬ 
ment  should  be  to  “The  Secretary  of  the 
Treasury  for  exchange  for  3%  percent 
Treasury  Bonds  of  1968,  in  the  name  of 

_ ”  If  new  bonds  in  bearer 

form  are  desired,  the  assignment  should 
be  to  “The  Secretary  of  the  Treasury  for 
exchange  for  3%  percent  Treasury  Bonds 
of  1968  in  coupon  form  to  be  delivered 

to _ ”  Detached  assignment 

forms  may  be  used  for  the  convenience  of 
subscribers. 

VI.  General  provisions.  1.  As  fiscal 
agents  of  the  United  States,  Federal  Re¬ 
serve  Banks  are  authorized  and  requested 
to  receive  subscriptions,  to  make  allot¬ 
ments  on  the  basis  and  up  to  the 
amounts  indicated  by  the  Secretary  of 
the  Treasury  to  the  Federal  Reserve 
Banks  of  the  respective  Districts,  to  issue 
allotment  notices,  to  receive  payment  for 
bonds  allotted,  to  make  delivery  of . 
bonds  on  full-paid  subscriptions  allotted, 
and  they  may  issue  interim  receipts 
pending  delivery  of  the  definitive  bonds. 

2.  The  Secretary  of  the  Treasury  may 
at  any  time,  or  from  time  to  time,  pre¬ 
scribe  supplemental  or  amendatory  rules 
and  regulations  governing  the  offering, 
which  will  be  communicated  promptly  to 
the  Federal  Reserve  Banks. 

[seal]  Robert  B.  Anderson, 
Secretary  of  the  Treasury. 

[F.R.  Doc.  60-5343;  Filed,  June  10,  1960; 

8:49  ajn.j 


DEPARTMENT  OF  THE  INTERIOR 

Geological  Survey 

DEFINITION  OF  KNOWN  GEOLOGIC 
STRUCTURES  OF  PRODUCING  OIL 
AND  GAS  FIELDS 

Arkansas,  California,  Colorado,  Mon¬ 
tana,  New  Mexico,  North  Dakota, 
Utah,  Wyoming 

Former  paragraph  (c)  of  S  227.0,  Part 
227,  Title  30,  Chapter  n  Code  of  Federal 
Regulation  (1947  Supp.),  codification  of 
which  has  been  discontinued  by  a  docu¬ 
ment  published  in  Part  n  of  the  Federal 
Register  dated  December  31,  1948,  is 
hereby  supplemented  by  the  addition  of 
the  following  list  of  defined  structures 
effective  as  of  the  dates  shown. 
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Home  of  Field,  Effective  Date,  and  Acreage 
(01)  Arkansas 


Cocil — Mar.  5,  1968 - —  83,  014 

(1)  California 

Dominion  (Revision)— Dec.  2, 

1967 .  1.962 

Dorsey  (Revision) — May  4.  1957—  920 

North  Dome  Kettleman  Hills 
(Rev.) — May  9,  1958 - 21,447 

(2)  Colorado 

Piceance  Creek  (Rev.  &  Consolida¬ 
tion)— Oct.  21,  1969 -  37,570 

South  Canyon — Oct.  31,  1959.....  7,  018 

(4)  Montana 

Bredette — July  6,  1958- ---------  600 

Line  Coulee — Aug.  27,  1958 - 302 

North  Bredette — Sept.  8,  1958 — -  843 

Outlook— Sept.  25,  1958 -  2,  335 

Redstone — Nov.  1,  1958 — — — — —  350 

South  Outlook— Apr.  28, 1960 -  841 

(5)  New  Mexico 

Artesla-Maljamar  (Rev.  &  Con¬ 
sol.)— Mar.  9.  1960 . 203,343 

Coyote  Queen — Mar.  11,  1960 -  3,  000 

El  Mar— July  13.  1959 -  2,  088 

High  Lonesome-West  Henshaw 
(Rev.  &  Consolidation) — Feb. 

1,  1960 . 9,  531 

Horseshoe  Canyon -Verde  (Re¬ 
vision)— Mar.  25.  I960— .  47,666 

Lynch  (Revision) —Oct.  23,  1959—  3,081 

North  Mason  (Revision) — Feb.  7, 

1959  _ _ _ —  2, 531 

Pearl  (Revision) — Mar.  2,  1960_—  6,958 

Reeves-South  Vacuum — Feb.  27, 

1960  _  3,  760 

San  Juan  (Revision) — Mar.  15, 

1960 .  1,812,618 

(6)  North  Dakota 

Sherwood —  July  19,  1959 - 1,  273 

(8)  Utah 

Bar-X  (Revision)— Oct.  18.  1958—  18,935 

San  Arroyo  (Revision) — Oct.  4, 

1959 _ 6,  640 

(9)  Wyoming 

Alkali  Butte  (Revision) — Sept.  10, 

1957  _  2,  833 

Big  Muddy  (Revision) — Dec.  18, 

1959— .  11,201 

Big  Piney-La  Barge  (Revision)  — 

Mar.  5,  1960 .  141,  799 

Boone  Dome  (Revision) — Aug.  8, 

1959 . — .  2,  640 

Cole  Creek  (Revision) — Apr.  27, 

1953 .  3,360 

Coyote  Creek  (Revision) — Dec.  20, 

1959 . 2,  645 

East  Salt  Creek  (Revision) — Aug. 

4,  1958 .  1,  400 

East  Teapot  (Revision) — Sept.  17, 

1958  . 2,  401 

Lonetree  Creek — Dec.  20,  1959 _ 6,  482 

Middle  Baxter  Basin  (Revision)  — 

June  13.  1959_ . -  8,  084 

Rock  River  (Revision) — Feb.  13, 

1959  .  2,  613 

South  Baxter  Basin  (Rev.  &  Con¬ 
solidation)— June  13,  1959 .  17,269 

South  Glenrock  (Revision) — Sept. 

1.  1959. .  12,  996 

Sussex-Meadow  Creek  (Revi¬ 
sion)— Nov.  11,  1959 . 15,099 


Thomas  B.  Nolan, 
Director, 

l PR.  Doc.  60-5336;  Filed,  June  10,  1960; 
8:48  a.m.] 


DEPARTMENT  OF  LABOR 

Wage  and  Hour  Division 

LEARNER  EMPLOYMENT 
CERTIFICATES 

Issuance  to  Various  Industries 

Notice  is  hereby  given  that  pursuant 
to  section  14  of  the  Fair  Labor  Standards 
Act  of  1938  (52  Stat.  1060,  as  amended, 
29  U.S.C.  201  et  seq.) ,  the  regulations  on 
employment  of  learners  (29  CFR  Part 
522) ,  and  Administrative  Order  No.  524 
(24  F.R.  9274)  the  firms  listed  in  this 
notice  have  been  issued  special  certifi¬ 
cates  authorizing  the  employment  of 
learners  at  hourly  wage  rates  lower  than 
the  minimum  wage  rates  otherwise  ap¬ 
plicable  uncler  section  6  of  the  Act.  The 
effective  and  expiration  dates,  occupa¬ 
tions,  wage  rates,  number  or  proportion 
of  learners,  learning  periods,  and  the 
principal  product  manufactured  by  the 
employer  for  certificates  issued  under 
general  learner  regulations  (§§  522.1  to 
522.11)  are  as  indicated  below.  Condi¬ 
tions  provided  in  certificates  issued 
under  special  industry  regulations  are  as 
established  in  these  regulations. 

Apparel  Industry  Learner  Regulations 
(29  CFR  522.1  to  522.11,  as  amended,  and 
29  CFR  522.20  to  522.24,  as  amended) . 

The  following  learner  certificates  were 
issued  authorizing  the  employment  of 
10  percent  of  the  total  number  of  factory 
production  workers  for  normal  labor 
turnover  purposes.  The  effective  and 
expiration  dates  are  indicated. 

Altamont  Shirt  Corp.,  Altamont,  Tenn.; 
effective  5-19-60  to  5-18-61  (men’s  and  boys’ 
dress  shirts). 

Carwood  Manufacturing  Co.,  No.  3,  107 
Chattahooche  Street,  Cornelia,  Ga.;  effective 
5-17-60  to  5-16-61  (work,  sport  and  western 
shirts). 

Carwood  Manufacturing  Co.,  No.  2,  119 
Ivle  Street,  Cornelia,  Ga.;  effective  5-17-60  to 
5-16-61  (men’s  cotton  work  pants). 

Freeland  Sportswea^  Co.,  Inc.,  246-250  Cen¬ 
tre  Street,  Freeland,  Pa.;  effective  6-18-60 
to  5-17-61  (men’s  outerwear). 

La  Crosse  Sportswear  Corp.,  La  Crosse,  Va.; 
effective  5-18-60  to  5-17-61  (knitted  sport 
shirts) . 

Lyons  Manufacturing  Co.,  Lyons,  Ga.;  ef¬ 
fective  5-18-60  to  5-17-61  (men’s  and  ladies’ 
shirts). 

MontlceUo  Manufacturing  Co.,  Inc.,  Monti- 
cello,  Ky.;  effective  5-20-60  to  5-19-61 
(ladies’  blouses,  men’s  sport  shirts). 

The  following  learner  certificates  were 
issued  for  normal  labor  turnover  pur¬ 
poses.  The  effective  and  expiration  dates 
and  the  number  of  learners  authorized 
are  indicated. 

Gross  Galesburg  Co.,  Clinton,  Ind.;  effec¬ 
tive  5-18-60  to  5-17-61;  10  learners  (boys’ 
cotton  pants,  Jackets,  dungarees). 

Trent-Green  Corp.,  Ruckersvllle,  Va.;  ef¬ 
fective  5-20-60  to  5-19-61;  10  learners  (men’s 
sport  shirts). 

The  following  learner  certificates  were 
issued  for  plant  expansion  purposes. 
The  effective  and  expiration  dates  and 
the  number  of  learners  authorized  are 
indicated. 


Altamont  Shirt  Corp.,  Altamont,  Tenn.; 
effective  5-19-60  to  11-18-60;  75  learners 
(men’s  and  boys’  dress  shirts) . 

Ringer  Staples  Co.,  Staples,  Minn.;  effec¬ 
tive  5-19-60  to  11-15-60;  20  learners  (supple¬ 
mental  certificate)  (sportswear  and  other 
outerwear). 

Trent-Green  Corp.,  Ruckersvllle,  Va.;  ef¬ 
fective  5-20-60  to  11-19-60;  20  learners 
(men’s  sport  shirts) . 

Glove  Industry  Learner  Regulations 
(29  CFR  522.1  to  522.11,  as  amended,  and 
29  CFR  522.60  to  522.66,  as  amended). 

Fairfield  Glove  Co.,  Bonaparte,  Iowa;  effec¬ 
tive  5-18-60  to  6-17-61;  10  learners  for 
normal  labor  turnover  purposes  (gloves  and 
mittens) . 

Walnwrlght  Corp.,  New  London,  Iowa;  ef¬ 
fective  5-20-60  to  5-19-61;  five  learners  for 
normal  labor  turnover  purposes  (leather  work 
gloves). 

Hosiery  Industry  Learner  Regulations 
(29  CFR  522.1  to  522.11,  as  amended,  and 
29  CFR  522.40  to  522.44,  as  amended). 

The  Batesville  Co.,  Batesville,  Miss.;  effec¬ 
tive  5-23-60  to  11-20-60;  20  learners  for 
plant  expansion  purposes  (seamless). 

Green  Cove  Springs  Hosiery  Co.,  Green 
Cove  Springs,  Fla.;  effective  5-17-60  to 
5-16-61;  5  percent  of  the  total  number  of 
factory  production  workers  for  normal  labor 
turnover  purposes  (full-fashioned). 

Grey  Hosiery  Mills,  Inc„  305  Fourth 
Avenue  East,  Hendersonville,  N.C.;  effective 
5-18-60  to  5-17-61;  five  learners  for  normal 
labor  turnover  purposes  (full-fashioned, 
seamless) . 

Grey  Hosiery  Mills,  Inc.,  305  Fourth 
Avenue  East,  Hendersonville,  N.C.;  effective 
5-18-60  to  11-17-60;  10  learners  for  plant 
expansion  purposes  (full-fashioned,  seam¬ 
less)  . 

Knitted  Wear  Industry  Learner  Regu¬ 
lations  (29  CFR  522.1  to  522.11,  as 
amended,  and  29  CFR  522.30  to  522.35,  as 
amended). 

Warrenton  Manufacturing  Co„  Elsberry. 
Mo.;  effective  5-18-80  to  5-17-61;  five 
learners  for  normal  labor  turnover  pur¬ 
poses  (women’s  slips,  half -slips). 

Each  learner  certificate  has  been  issued 
upon  the  representations  of  the  em¬ 
ployer  which,  among  other  things,  were 
that  employment  of  learners  at  sub¬ 
minimum  rates  is  necessary  in  order  to 
prevent  curtailment  of  opportunities  for 
employment,  and  that  experienced 
workers  for  the  learner  occupations  are 
not  available.  The  certificates  may  be 
annulled  or  withdrawn,  as  indicated 
therein,  in  the  manner  provided  in  Part 
528  of  Title  29  of  the  Code  of  Federal 
Regulations.  Any  person  aggrieved  by 
the  issuance  of  any  of  these  certificates 
may  seek  a  review  or  reconsideration 
thereof  within  fifteen  days  after  publica¬ 
tion  of  this  notice  in  the  Federal  Regis¬ 
ter  pursuant  to  the  provisions  of  29  CFR 
522.9. 

Signed  at  Washington,  D.C.,  this  26th 
day  of  May  1960. 

.  Robert  G.  Gronewald, 
Authorized  Representative  of  the 
Administrator. 

(F.R.  Doc.  60-5320;  Filed.  June  10,  1960; 

8:47  a.m.j 
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NOTICES 


DEPARTMENT  OF  AGRICULTURE 

Commodity  Credit  Corporation 
SALES  OF  CERTAIN  COMMODITIES 
June  1960  Monthly  Sales  List 

Notice  to  buyers.  Pursuant  to  the  pol¬ 
icy  of  Commodity  Credit  Corporation 
issued  October  12,  1954  (19  F.R.  6669) 
and  subject  to  the  conditions  stated 
therein,  as  well  as  herein,  the  commodi¬ 
ties  listed  below  are  available  for  sale  on 
the  price  basis  set  forth. 

Principal  changes  in  the  list  for  June 
are  the  addition  of  broken  rice  and  small 
red  beans.  Pea  beans  have  been  dropped 
from  the  list  in  accordance  with  the 
April  12  announcement  (press  release 
USDA  1048-60)  that  any  pea  beans  not 
sold  by  June  1  would  be  donated  through 
domestic  outlets. 

The  CCC  Monthly  Sale6  List,  which 
varies  from  month  to  month  as  addi¬ 
tional  commodities  become  available  or 
commodities  formerly  available  are 
dropped,  is  designed  to  aid  in  moving 
CCCs  inventories  into  domestic  or  ex¬ 
port  use  through  regular  commercial 
channels. 

If  it  becomes  necessary  during  the 
month  to  amend  this  list  in  any  material 
way — such  as  by  the  removal  or  addition 
of  a  commodity  in  which  there  is  general 
interest  or  by  a  significant  change  in 
price  or  method  of  sale — an  announce¬ 
ment  of  the  change  will  be  sent  to  all 
persons  currently  receiving  the  list  by 
mail  from  Washington.  To  be  put  on 
this  mailing  list,  address:  Director,  Price 
Division,  Commodity  Stabilization  Serv¬ 
ice,  U.S.  Department  of  Agriculture, 
Washington  25,  D.C. 

All  commodities  (except  oats)  cur¬ 
rently  offered  for  sale  by  CCC,  plus  to¬ 
bacco  from  CCC  loan  stocks  are  eligible 
for  export  sale  under  the  CCC  Export 
Credit  Sales  Program.  The  following 
commodities  are  currently  eligible  for 
barter :  Nonfat  dry  milk,  cotton,  tobacco, 
rice  (milled),  wheat,  com,  barley,  rye, 
and  grain  sorghums.  This  list  is  subject 
to  change  from  time  to  time. 

Interest  rates  per  annum  under  the 
CCC  Export  Credit  Sales  Program  for 
June  1960  are  4%  percent  for  periods  up 
to  six  months,  4%  percent  for  periods 
from  over  six  and  up  to  18  months,  and 
5%  percent  for  periods  from  over  18 
months  up  to  a  maximum  of  36  months. 

The  CCC  will  entertain  offers  from 
responsible  buyers  for  the  purchase  of 
any  commodity  on  the  current  list.  Of¬ 
fers  accepted  by  CCC  will  be  subject  to 
the  terms  and  conditions  prescribed  by 
the  Corporation.  These  terms  include 
payment  by  cash  or  irrevocable  letter  of 
credit  before  delivery  of  the  commodity, 
and  the  conditions  require  removal  of 
the  commodity  from  CCC  storage  within 
a  reasonable  period  of  time.  Where  con¬ 
ditions  of  sale  for  export  differ  from 
those  for  domestic  sale,  proof  of  expor¬ 
tation  is  also  required,  and  the  buyer 
is  responsible  for  obtaining  any  required 
U.S.  Government  export  permit  or  li¬ 
cense.  Purchases  from  CCC  shall  not 
constitute  any  assurance  that  any  such 
permit  or  license  will  be  granted  by  the 
issuing  authority. 


Announcements  containing  all  terms 
and  conditions  of  sale  will  be  furnished 
upon  request.  For  easy  reference  a 
number  of  these  announcements  are 
identified  by  code  number  in  the  follow¬ 
ing  list.  Interested  persons  are  invited 
to  communicate  with  the  Commodity 
Stabilization  Service,  USDA,  Washing¬ 
ton  25,  D.C.,  with  respect  to  all- commodi¬ 
ties  or — for  specified  commodities — with 
the  designated  CSS  Commodity  Office. 

Commodity  Credit  Corporation  re¬ 
serves  the  right  to  amend,  from  time  to 
time,  any  of  its  announcements.  Such 
amendments  shall  be  applicable  to  and 
be  made  a  part  of  the  sale  contracts 
thereafter  entered  into. 

CCC  reserves  the  right  to  reject  any 
or  all  offers  placed  with  it  for  the  pur¬ 
chase  of  commodities  pursuant  to  such 
announcements. 

If  CCC  does  not  have  adequate  infor¬ 
mation  as  to  the  financial  responsibility 
of  a  prospective  buyer  to  meet  all  con¬ 
tract  obligations  that  might  arise  by 
acceptance  of  an  offer  or  if  CCC  deems 
such  buyer's  financial  responsibility  to 
be  inadequate  CCC  reserves  the  right 
(i)  to  refuse  to  consider  the  offer,  (ii)  to 
accept  the  offer  only  after  submission  by 
the  buyer  of  a  certified  or  cashier’s 
check,  bond,  letter  of  credit  or  other 
security  acceptable  to  CCC  assuring  that 
the  buyer  will  discharge  the  responsi¬ 
bility  under  the  contract,  or  (iii)  to 
accept  the  offer  upon  condition  that  the 
buyer  promptly  submit  to  CCC  such  of 


the  aforementioned  security  as  CCC  may 
direct.  If  a  prospective  buyer  is  in  doubt 
as  to  whether  CCC  is  acquainted  with 
his  financial  responsibility  he  should 
communicate  with  the  CSS  office  at 
which  the  offer  is  to  be  placed  to  deter¬ 
mine  whether  a  financial  statement  or 
advance  financial  arrangement  will  be 
necessary  in  his  case. 

Disposals  and  other  handling  of  in¬ 
ventory  items  often  result  in  small  quan¬ 
tities  at  given  locations  or  in  qualities 
not  up  to  specifications.  These  lots  are 
offered  promptly  upon  appearance  by 
public  notice  issued  by  the  appropriate 
CSS  office  and  therefore  generally  they 
do  not  appear  in  the  Monthly  Sales  List. 

On  sales  for  which  the  buyer  is  re¬ 
quired  to  submit  proof  to  CCC  of  expor¬ 
tation  the  buyer  shall  be  regularly  en¬ 
gaged  in  the  business  of  buying  or 
selling  commodities  and  for  this  purpose 
shall  maintain  a  bona  fide  business  office 
in  the  United  States,  its  territories  or 
possessions,  and  have  a  person,  principal, 
or  resident  agent  upon  whom  service  of 
judicial  process  may  be  had. 

Prospective  buyers  for  export  should 
note  that  generally,  sales  to  United 
States  Government  agencies,  with 
only  minor  exceptions,  will  constitute 
a  domestic  unrestricted  use  of  the 
commodity. 

Commodity  Credit  Corporation  re¬ 
serves  the  right,  before  making  any  sale, 
to  define  or  limit  export  areas. 


Commodity 


Sales  price  or  method  of  sale 


Dairy  products. 


Nonfat  dry  milk  (bags 
drums  as  available). 


and 


Cotton,  upland. 


Cotton,  extra  long  staple. 


Catalogs. 


Wheat,  bulk. 


Corn,  bulk. 


Sales  are  in  carlots  only  in  store  at  storage  location  of  products. 

Submission  of  oilers:  For  products  in  Arizona,  California,  Idaho,  Nevada,  Ore¬ 
gon,  Utah,  and  Washington,  submit  offers  to  the  Portland  CSS  Commodity 
Office.  For  products  in  other  States  and  the  District  of  Columbia,  submit 
offers  to  the  Cincinnati  CSS  Commodity  Office. 

Domestic,  unrestricted  use;  announced  prices,  under  LD-29  as  amended:  Spray 
process,  U.S.  extra  grade,  15.00  cents  per  pound.  Roller  process,  U.S.  extra 
grade,  13.00  cents  per  pound. 

Export:  Competitive  bid  under  LD-33  pursuant  to  invitations  to  bid  to  be 
issued  by  Cincinnati  and  Portland  CSS  Commodity  Offices  (may  bo  applied 
to  arrangements  for  barter  or  approved  credit  sales). 

Domestic  or  export,  unrestricted  use: 

Competitive  bid  and  under  the  terms  and  conditions  of  Announcement 
NO-C-12  (sale  of  1958  and  prior  crop  cotton  for  unrestricted  use),  and 
Announcement  NO-C-13  (sale  of  1959-crop  Choice  (A)  cotton  for  unre- 
s trie  ted  use) 

Under  NO-C-i2  and  NO-C-13,  cotton  in  CCC's  catalogs  to  be  sold  at  highest 
price  offered  but  in  no  event  at  less  than  the  higher  of  (1)  the  market  price 
•  as  determined  by  CCC  or  (2)  110  percent  of  the  applicable  Choice  (B) 
support  price  plus  carrying  charges. 

Domestic  or  export,  unrestricted  use:  Competitive  bid  and  under  the  terms  and 
conditions  of  Announcements  N 0-0-6  as  amended  and  N  O-C-10  as  amended, 
but  not  less  than  the  higher  of  (1)  105  percent  of  the  current  support  price  plus 
reasonable  carrying  charges,  or  (2)  the  domestic  market  price  as  determined 
by  CCC. 

Catalogs  for  upland  cotton  and  extra  long  staple  cotton  showing  quantities, 
qualities,  and  locations  may  be  obtained  for  a  nominal  fee  from  the  New 
Orleans  CSS  Commodity  Office. 

Domestic,  unrestricted  use;  commercial  wheat-producing  area: 

Market  price  basis  in  store  but  not  less  than  tlie  1959  applicable  loan  rate 
plus  (1)  25  cents  per  bushel  if  received  by  truck  or  (2)  20  cents  per  bushel 
if  received  by  rail  or  barge. 

If  delivery  is  outside  the  area  of  production,  applicable  freight  will  be  added 
to  the  above. 

Examples  of  the  foregoing  minimum  price  per  bushel  (exrail  or  barge):  „ 

Chicago,  No.  1  RW . *2.32 

Minneapolis,  No.  1  DNS _ _ _ _ _ _ _ .............  2.39 

Kansas  City,  No.  1  11 W _ _ ..... _ .... _ ...........  2.32 

Portland,  No.  1  SW .  2.23 

Noncommercial  wheat-producing  area: 

Same  basis  as  in  commercial  area  except  133  percent  of  applicable  support 
rate. 

Export: 

(1)  As  wheat  under  Announcement  GR-261  revised,  as  amended,  or  as  flour 
under  Announcement  GR-262  revised,  as  amended,  for  application  under 
arrangements  for  barter  which  permits  exportation  of  wheat  as  flour  and 
approved  credit  sales  only  at  prices  determined  daily  (2)  under  Announce¬ 
ment  GR-212  revised,  amended,  for  specific  offerings  as  announced  and  (3) 
under  Announcement  GR-345  for  redemption  of  certificates  under  Pay¬ 
ment-in- Kind  Program. 

Available  Evanston,  Dallas,  Kansas  City,  Minneapolis,  and  Portland  CSS 
Commodity  Offices. 

Domestic,  unrestricted  use: 

Market  price,  basis  in  store,*  but  not  less  than  tlie  1959  applicable  loan  rate 

Slus  (1)  a  markup  of  18  cents  per  busliel  for  com  in  storage  at  point  of  pro- 
uction  or  (2)  a  markup  of  20  cents  tier  bushel  and  the  rail  freight  from 
point  of  production  to  the  present  iniint  of  storage  for  corn  in  storage  at 
other  than  the  point  of  production. 


See  footnote  at  end  of  table. 
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NOTICES 


ATOMIC  ENERGY  COMMISSION 

[Docket  No.  50-34] 

GENERAL  ELECTRIC  CO. 

Issuance  of  Amendment  to  Utilization 
Facility  License 

Please  take  notice  that  the  Atomic 
Energy  Commission  has  issued  Amend¬ 
ment  No.  2  to  Facility  License  No.  CX-4, 
set  forth  below.  The  amendment  revises 
and  broadens  the  authorization  under 
the  present  license  No.  CX-4  and  amend¬ 
ment  thereto  issued  to  General  Electric 
Company,  covering  the  operation  of  the 
licensee’s  critical  experiment  facility 
located  at  its  Vallecitos  Atomic  Labora¬ 
tory,  California. 

The  Commission  has  found  that  issu¬ 
ance  of  the  amendment  to  License  No. 
CX-4  will  not  result  in  undue  hazard  to 
the  health  and  safety  of  the  public  and 
will  not  be  inimical  to  the  common  de¬ 
fense  and  security. 

The  Commission  has  found  that  prior 
public  notice  of  proposed  issuance  of  this 
amendment  is  not  necessary  in  the  public 
interest  since  operation  of  the  critical 
experiment  facility  as  proposed  does  not 
present  any  substantial  changes  in  the 
hazards  to  the  health  and  safety  of  the 
public  from  those  presented  by  the  pre¬ 
viously  authorized  operation  of  the 
facility. 

In  accordance  with  the  Commission’s 
rules  of  practice  (10  CFR  Part  2)  the 
Commission  will  direct  the  holding  of  a 
formal  hearing  on  the  matter  of  the  is¬ 
suance  of  the  amendment  upon  receipt 
of  a  request  therefore  from  the  licensee 
or  an  intervener  within  thirty  days  after 
issuance  of  the  license  amendment.  Pe¬ 
titions  for  leave  to  intervene  shall  be 
filed  by  mailing  a  copy  to  the  Office  of 
the  Secretary,  Atomic  Energy  Commis¬ 
sion,  Washington  25,  D.C.,  or  by  delivery 
of  a  copy  in  person  to  the  Office  of  the 
Secretary,  Germantown,  Maryland,  or 
the  Commission’s  Public  Document 
Room,  1717  H  Street,  Washington,  D.C. 
For  further  details,  see  (1)  the  appli¬ 
cations  for  license  amendment  submitted 
by  General  Electric  Company  and  (2) 
a  hazards  analysis  of  the  proposed  op¬ 
eration  of  the  critical  experiments  facil¬ 
ity  prepared  by  the  Hazards  Evaluation 
Branch  of  the  Division  of  Licensing  and 
Regulation,  both  on  file  at  the  Commis¬ 
sion’s  Public  Document  Room.  A  copy 
of  item  (2)  above  may  be  obtained  at  the 
Commission’s  Public  Document  Room  or 
upon  request  addressed  to  the  Atomic 
Energy  Commission,  Washington  25, 
D.C.,  Attention:  Director,  Division  of 
Licensing  and  Regulation. 

Dated  at  Germantown,  Md.,  this  3d 
day  of  June  1960. 

For  the  Atomic  Energy  Commission. 

R.  L.  Kirk, 

Deputy  Director,  Division  of 
Licensing  and  Regulation. 

[License  No.  CX-4;  Amdt.  2] 

Effective  as  of  the  date  of  issuance  speci¬ 
fied  below,  License  No.  CX-4  is  amended  to 
read  as  follows: 

1.  This  license  applies  to  the  reactor  des¬ 
ignated  by  General  Electric  Company  as  the 


Critical  Experiment  Facility  (hereinafter  re¬ 
ferred  to  as  "the  reactor")  which  Is  owned 
by  the  Company  and  located  at  its  Vallecitos 
Atomic  Laboratory  in  Alameda  County,  Cali¬ 
fornia,  and  described  In  applications  for 
license  amendment  No.  10  dated  December 
30,  1059,  and  No.  11  dated  March  2,  1060, 
(hereinafter  together  referred  to  as  "the 
application"). 

2.  Pursuant  to  the  Atomic  Energy  Act  of 
1954,  as  amended,  (hereinafter  referred  to  as 
"the  Act”)  the  Atomio  Energy  Commission 
(hereinafter  referred  to  as  "the  Commis¬ 
sion")  finds  that: 

A.  The  reactor  authorized  for  construc¬ 
tion  by  Construction  Permit  No.  CPCX-4, 
Issued  to  General  Electric  Company,  has  been 
constructed  and  will  operate  in  conformity 
with  the  application  and  in  conformity  with 
the  Act  and  the  rules  and  regulations  of  the 
Commission; 

B.  There  is  reasonable  assurance  that  the 
reactor  can  be  operated  without  endanger¬ 
ing  the  health  and  safety  of  the  public; 

C.  General  Electric  Company  is  technically^ 
and  financially  qualified  to  operate  the  re¬ 
actor,  to  assume  financial  responsibility  for 
payment  of  Commission  charges  for  special 
nuclear  material  for  a  reasonable  period  of 
time,  and  to  engage  in  the  proposed  activities 
In  accordance  with  the  Commission’s  regu¬ 
lations; 

D.  The  possession  and  operation  of  the 
reactor  and  the  receipt,  possession  and  use 
of  the  special  nuclear  material  in  the  manner 
proposed  in  the  application  will  not  be  in¬ 
imical  to  the  common  defense  and  security  or 
to  the  health  and  safety  of  the  public;  and 

E.  General  Electric  Company  has  sub¬ 
mitted  proof  of  financial  protection  which 
satisfies  the  requirements  of  Commission 
regulations  currently  in  effect. 

3.  Subject  to  the  conditions  and  require¬ 
ments  incorporated  herein,  the  Commission 
hereby  licenses  General  Electric  Company: 

A.  Pursuant  to  section  104c  of  the  Act  and 
Title  10,  CFR,  Chapter  I,  Part  50,  “Licens¬ 
ing  of  Production  and  Utilization  Facilities”, 
to  operate  the  reactor  in  accordance  with 
the  procedures  and  limitations  described  in 
the  application; 

B.  Pursuant  to  the  Act  and  Title  10,  CFR, 
Chapter  I,  Part  70,  "Special  Nuclear  Ma¬ 
terial,"  to  use  up  to  800  kilograms  of  Ura- 
nlum-235  contained  in  uranium  of  various 
enrichments  in  connection  with  operation 
of  the  reactor;  and 

C.  Pursuant  to  the  Act  and  Title  10,  CFR, 
Chapter  I,  Part  30,  "Licensing  of  Byproduct 
Material,"  to  possess  but  not  to  separate  such 
byproduct  material  as  may  be  produced  by 
operation  of  the  reactor. 

4.  This  license  shall  be  deemed  to  con¬ 
tain  and  be  subject  to  the  conditions  speci¬ 
fied  in  140.54  of  Part  50  and  $70.32  of 
Part  70  and  is  subject  to  all  applicable  pro¬ 
visions  of  the  Act  and  rules,  regulations  and 
orders  of  the  Commission  now  or  hereafter 
In  effect  and  the  additional  conditions  speci¬ 
fied  below: 

A.  As  used  in  this  license,  "Summary 
Safeguards  Report"  shall  be  deemed  to  mean 
"GEAP  3306,  Summary  Safeguards  Report 
for  the  Critical  Experiment  Facility  Val¬ 
lecitos  Atomic  Laboratory,  Pleasanton,  Cali¬ 
fornia”,  dated  December,  1059,  as  amended 
by  application  for  license  amendment  No.  11. 

B.  Unless  otherwise  authorized  by  the 
Commission  in  writing.  General  Electric 
Company  shall  not  operate  the  reactor: 

(1)  At  power  levels  in  excess  of  200  watts 
(thermal);  or 

(2)  With  any  core  for  which  the  calcu¬ 
lated  Doppler  coefficient  is  less  than 

1 .28  X  10~*/  *C.;  or 

(3)  When  a  graphite  central  test  region 
is  used,  with  more  than  20  percent  of  the 
total  fuel  loading  located  in  the  graphite 
test  region;  or 

(4)  With  other  than  uranium  oxide  or 
thorium  oxide  fuels. 


O.  Unless  otherwise  authorized  by  the 
Commission  in  writing.  General  Electric 
Company  shall: 

(1)  Observe  all  limits  and  requirements 
specified  in  paragraph  4.B.  of  this  license. 

(2)  Observe  all  limits  and  requirements 
and  all  maximum  and  minimum  values 
specified  in  sections  1.3  "General  Descrip, 
tion  of  Reactor"  and  1.4  "Operations”  of 
the  Summary  Safeguards  Report. 

(3)  Make  no  change  in  the  basic  design 
concept  or  use  of  the  reactor. 

(4)  Make  no  change  with  respect  to  any 
design  value,  limit  or  procedure,  and  con¬ 
duct  no  experiments  as  to  which  the  appli¬ 
cation  states  will  not  be  made  or  conducted 
without  the  prior  approval  of  the  Commis¬ 
sion. 

D.  General  Electric  Company  may  make 
other  changes  in  the  reactor  design,  core  de¬ 
sign  or  in  the  limits  or  procedures  specified 
in  the  application,  and  may  conduct  teste  or 
experiments,  in  the  reactor  only  in  accord¬ 
ance  with  the  following  procedures: 

(1)  Prior  to  making  any  such  changes  or 
conducting  any  such  test  or  experiment  the 
Manager-Experimental  Reactor  Physics  shall 
evaluate  the  hazards  Involved  in  the  pro¬ 
posed  change,  test,  or  experiment  and  the 
effect  of  such  change,  test  or  experiment  on 
each  of  the  accidents  analyzed  in  section  5 
of  the  Summary  Safeguards  Report. 

(2)  a.  If  the  Manager-Experimental  Re¬ 
actor  Physics  determines  that  the  proposed 
change,  test,  or  experiment  involves  hazards 
less  than,  and  not  different  from,  those  ana¬ 
lyzed  in  section  5  of  the  Summary  Safeguards 
Report,  or  does  not  involve  nuclear  safety 
considerations,  no  further  approval  shall  be 
required. 

b.  If  the  Manager-Experimental  Reactor 
Physics  does  not  make  the  determination  de¬ 
scribed  in  subparagraph  a.  above,  the  Gen¬ 
eral  Electric  Company  Laboratory  Safeguards 
Group  shall  evaluate  the  effect  of  the  pro¬ 
posed  change,  test,  or  experiment  on  each  of 
the  accidents  analyzed  In  section  5  of  the 
Summary  Safeguards  Report.  If  the  Labora¬ 
tory  Safeguards  Group  determines  that  the 
hazards  involved  in  the  proposed  change, 
test,  or  experiment  are  not  greater  than,  and 
not  different  from,  those  analyzed  in  section 
5  of  the  Summary  Safeguards  Report,  no 
further  approval  shall  be  required  for  the 
proposed  change,  test,  or  experiment. 

c.  If  the  Laboratory  Safeguards  Group  de¬ 
termines  that  the  hazards  Involved  are  or 
may  be  different  from,  or  greater  than,  those 
analyzed  in  section  5  of  the  Summary  Safe¬ 
guards  Report,  Genaral  Electric  Company 
shall  provide  the  Commission  with  a  report 
describing  the  proposed  change,  test,  or  ex¬ 
periment  and  including  a  hazards  evalua¬ 
tion  of  such  proposed  change,  test,  or  ex¬ 
periment. 

d.  If,  within  15  days  after  receiving  such 
report,  the  Commission  does  not  issue  any 
notice  to  the  contrary  to  General  Electric 
Company,  the  Company  may  make  or  con¬ 
duct  such  change,  test  or  experiment  without 
further  approval. 

e.  If,  within  15  days  after  receipt  by  the 
Commission  of  such  report,  the  Commission 
notifies  General  Electric  Company  that,  in 
the  Oommlsslon’s  opinion,  the  hazards  in¬ 
volved  may  be  greater  than  or  materially 
different  from  those  analyzed  in  section  5 
of  the  Summary  Safeguards  Report,  the 
change,  test,  or  experiment  shall  not  be  made 
or  conducted  until  after  such  change,  test, 
or  experiment  has  been  authorized  in  writing 
by  the  Commission.  The  report  submitted 
by  General  Electric  Company  shall  consti¬ 
tute  an  application  for  a  license  amendment. 

For  purposes  of  paragraph  4.D.,  a  proposed 
1  change,  test  or  experiment  shall  be  deemed 
to  involve  "hazards  less  than,  and  not  dif¬ 
ferent  from,  those  analyzed  in  section  5"  if 
(1)  the  probability  of  the  types  of  accident 
analyzed  in  section  5  would  be  decreased: 
and  (2)  the  consequences  of  the  types  of 
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accidents  analyzed  In  section  5  would  be 
decreased;  and  (3)  such  change,  test,  or 
experiment  would  not  create  a  credible  prob¬ 
ability  of  an  aocldent  of  a  different  type 
than  any  analyzed  In  section  6.  A  proposed 
change,  test,  or  experiment  shall  be" deemed 
to  Involve  hazards  “not  greater  than,  and 
not  different  from,  those  analyzed  In  section 
6”,  If  (1)  the  probability  of  the  types  of 
accidents  analyzed  In  section  5  of  the  Sum¬ 
mary  Safeguards  Report  would  not  be  in¬ 
creased;  and  (2)  the  consequences  of  the 
types  of  accidents  analyzed  in  section  5  of 
the  report  would  not  be  Increased;  and  (3) 
such  change,  test,  or  experiment  would  not 
create  a  credible  probability  of  an  accident 
of  a  different  type  than  any  analyzed  in 
section  5.  A  proposed  change,  test,  or  ex¬ 
periment  shall  be  deemed  to  involve  hazards 
“greater  than  or  materially  different  from 
those  analyzed  in  section  5”  If  (1)  the  prob¬ 
ability  of  a  type  of  accident  analyzed  in 
section  5  would  be  Increased;  or  (2)  if  the 
consequences  of  any  type  of  accident  an¬ 
alyzed  In  section  5  would  be  Increased;  or 

(3)  If  such  change,  test,  or  experiment  might 
create  a  credible  probability  of  an  accident 
of  a  materially  different  type  than  any  an¬ 
alyzed  In  section  5. 

E.  In  addition  to  those  otherwise  required 
under  this  license  and  applicable  regula¬ 
tions,  General  Electric  Company  shall  keep 
the  following  records : 

(1)  Reactor  operating  records,  Including 
power  levels; 

(2)  Records  containing  a  description,  pro¬ 
cedures,  and  results  for  each  critical  experi¬ 
ment  performed; 

(3)  Records  showing  radioactivity  released 
or  discharged  into  the  air  or  water  beyond 
the  effective  control  of  General  Electric 
Company  as  measured  at  the  point  of  such 
release  or  discharge; 

(4)  Records  of  emergency  scrams,  Includ¬ 
ing  reasons  for  emergency  shutdowns;  and 

(5)  Records  containing  a  description  of 
each  change  In  the  limitations  and  proce¬ 
dures  described  In  sections  2  through  4  of 
the  Summary  Safeguards  Frport,  and  each 
test  or  experiment  authorized  by  the  Man¬ 
ager-Experimental  Reactor  Physics  or  by  the 
Laboratory  Safeguards  Group  and  a  sum¬ 
mary  statement  of  the  bases  for  the  con¬ 
clusions  reached  by  the  Manager  or  the 
Group;  and  containing  a  description  of  the 
evaluation  made  by  the  Manager  or  the . 
Group  of  the  hazards  Involved  In  the  change, 
test,  or  experiment  and  the  effect  of  such 
change,  test  or  experiment  on  each  of  the 
accidents  analyzed  In  section  5  of  the  Sum¬ 
mary  Safeguards  Report. 

P.  General  Electric  Company  shall  Imme¬ 
diately  report  to  the  Commission  In  writing 
any  indication  or  occurrence  of  a  possible 
unsafe  condition  relating  to  the  operation  of 
the  reactor. 

G.  General  Electric  Company  shall  submit 
to  the  Commission  an  annual  report  of  op¬ 
erating  experience  pertinent  to  safety.  This 
report  shall  describe,  among  other  things, 
the  changes,  tests,  or  experiments  author¬ 
ized  by  the  Manager-Experimental  Reactor 
Physics  or  the  Laboratory  Safeguards  Group. 
The  first  such  report  shall  be  filed  In  June, 
1961. 

5.  This  license  amendment  is  effective  as 
of  the  date  of  Issuance  and  shall  expire  at 
midnight  May  14, 1963. 

Date  of  Issuance:  June  3, 1960. 

Por  the  Atomic  Energy  Commission. 

R.  L.  Kirk, 
Deputy  Director, 

Division  of  Licensing  and  Regulation. 

JP.R.  Doe.  60-6300;  Piled,  June  10,  I960; 

8:45  a.m.J 

No.  114 - 6 


[Docket  No.  50-156] 

REGENTS  OF  THE  UNIVERSITY  OF 
WISCONSIN 

Issuance  of  Construction  Permit 

Please  take  notice  that  no  request  for 
a  formal  hearing  having  been  filed  fol¬ 
lowing  the  filing  of  the  proposed  action 
with,  the  Office  of  the  Federal  Register 
on  May  10,  1960,  the  Atomic  Energy 
Commission  has  issued  Construction 
Permit  No.  CPRR-55  authorizing  The 
Regents  of  the  University  of  Wisconsin 
to  construct  a  10  kilowatt  (thermal) 
pool-type  nuclear  reactor  on  the  Uni¬ 
versity’s  campus  in  Madison,  Wisconsin. 
Notice  of  the  proposed  action  was  pub¬ 
lished  in  the  Federal  Register  on  May 
11, 1960,  25  F.R.  4206. 

Dated  at  Germantown,  Md.,  this  7th 
day  of  June  1960. 

For  the  Atomic  Energy  Commission. 

H.  L.  Price, 
Director,  Division  of 
Licensing  and  Regulation. 

[F.R.  Doc.  60-5301;  Filed,  June  10,  1960; 
8:45  ajn.] 


[Docket  No.  50-166] 

UNIVERSITY  OF  MARYLAND 

Proposed  Issuance  of  Construction 
Permit 

Please  take  notice  that  the  Atomic 
Energy  Commission  proposes  to  issue 
a  construction  permit,  substantially  as 
set  forth  below,  authorizing  The  Uni¬ 
versity  of  Maryland  to  construct  a  10 
kilowatt  pool-type  nuclear  reactor  on 
the  University’s  campus  in  College  Park, 
Maryland,  unless  within  fifteen  days 
after  the  filing  of  this  notice  with  the 
Office  of  the  Federal  Register  a  request 
for  a  formal  hearing  is  filed  with  the 
Commission  by  the  applicant  or  an  in¬ 
tervener  as  provided  by  the  Commis¬ 
sion’s  rules  of  practice  (10  CFR  Part  2). 
Petitions  for  leave  to  intervene  shall  be 
filed  by  mailing  a  copy  to  the  Office 
of  the  Secretary,  Atomic  Energy  Com¬ 
mission,  Washington  25,  D.C.,  or  by  de¬ 
livery  of  a  copy  in  person  to  the  Office 
of  the  Secretary,  Germantown,  Mary¬ 
land,  or  the  AEC’s  Public  Document 
Room,  1717  H  Street,  Washington,  D.C. 
For  further  details  see  (1)  the  applica¬ 
tion  submitted  by  The  University  of 
Maryland  and  (2)  a  hazards  analysis 
prepared  by  the  Hazards  Evaluation 
Branch,  Division  of  Licensing  and  Regu¬ 
lation,  both  on  file  at  the  AEC’s  Public 
Document  Room.  A  copy  of  item  (2) 
above  may  be  obtained  at  the  AEC’s 
Public  Document  Room  or  upon  request 
addressed  to  the  Atomic  Energy  Com¬ 
mission,  Washington  25,  D.C.,  Attention: 
Director,  Division  of  Licensing  and 
Regulation. 

For  the  Atomic  Energy  Commission. 

Dated  at  Germantown,  Md.,  this  3d 
day  of  June  1960. 

R.  L.  Kirk, 

Deputy  Director,  Division  of 
Licensing  and  Regulation. 


1.  By  application  dated  AprU  8,  1960  (here¬ 
inafter  referred  to  as  “the  application”).  The 
University  of  Maryland  requested  a  Class  104 
license,  defined  in  §  50.21  of  Part  50,  "Licens¬ 
ing  of  Production  and  Utilization  Facilities”, 
Title  10,  Chapter  1,  CFR,  authorizing  con¬ 
struction  and  operation  on  the  University’s 
campus  in  College  Park,  Maryland,  of  a  10 
kilowatt  pool-type  nuclear  reactor  (here¬ 
inafter  referred  to  as  “the  reactor”) . 

2.  The  Atomic  Energy  Commission  (here¬ 
inafter  referred  to  as  “the  Commission”) 
finds  that: 

A.  The  reactor  will  be  a  utilization  facility 
as  defined  In  the  Commission’s  regulations 
contained  in  Title  10,  Chapter  1,  CFR,  Part 
50,  “Licensing  of  Production  and  Utilization 
Facilities”; 

B.  The  reactor  will  be  used  In  the  conduct 
of  research  and  development  activities  of 
the  types  specified  in  section  31  of  the  Atomic 
Energy  Act  of  1964,  as  amended  (hereinafter 
referred  to  as  “the  Act”) ; 

C.  The  University  of  Maryland  Is  finan¬ 
cially  qualified  to  construct  and  operate  the 
reactor  In  accordance  with  the  regulations 
contained  In  Title  10,  Chapter  1,  CFR,  to  as¬ 
sume  financial  responsibility  for  the  pay¬ 
ment  of  Commission  charges  for  special 
nuclear  material  and  to  undertake  and  carry 
out  the  proposed  use  of  such  material  for 
a  reasonable  period  of  time; 

D.  The  University  of  Maryland  and  its  con¬ 
tractor,  Allls-Chalmers  Manufacturing  Com¬ 
pany,  are  technically  qualified  to  design  and 
construct  the  reactor; 

E.  The  University  of  Maryland  has  sub¬ 
mitted  sufficient  Information  to  provide 
reasonable  assurance  that  a  reactor  of  the 
general  type  proposed  can  be  constructed 
and  operated  at  the  proposed  location  with¬ 
out  undue  risk  to  the  health  and  safety  of 
the  public,  and  that  omitted  inf  carnation 
necessary  to  complete  the  application  will 
be  supplied;  and 

F.  The  Issuance  of  a  construction  permit 
to  The  University  of  Maryland  will  not  be 
inimical  to  the  common  defense  and  security 
or  to  the  health  and  safety  of  the  public. 

3.  Pursuant  to  the  Act  and  Title  10,  CFR, 
Chapter  1,  Part  50,  “Licensing  of  Production 
and  Utilization  Facilities”,  the  Commission 
hereby  issues  a  construction  permit  to  The 
University  of  Maryland  to  construct  the 
reactor  in  accordance  with  the  application. 
This  permit  shall  be  deemed  to  contain  and 
be  subject  to  the  conditions  specified  In 
|§  50.54  and  50.55  of  said  regulations;  Is  sub¬ 
ject  to  all  applicable  provisions  of  the  Act 
and  rules,  regulations  and  orders  of  the  Com¬ 
mission  now  or  hereafter  in  effect;  and  is 
subject  to  the  additional  conditions  specified 
below: 

A.  The  earliest  completion  date  for  the 
reactor  Is  June  30,  1960.  The  latest  com¬ 
pletion  date  for  the  reactor  Is  October  31, 
1960.  The  term  “completion  date”,  as  used 
herein,  means  the  date  on  which  construc¬ 
tion  of  the  reactor  Is  completed  except  for 
the  Introduction  of  the  fuel  material;  and 

B.  The  reactor  shall  be  constructed  and 
located  on  The  University  of  Maryland’s 
campus  In  College  Park,  Maryland,  as  de¬ 
scribed  in  the  application. 

4.  This  permit  Is  provisional  to  the  extent 
that  a  license  authorizing  operation  of  the 
reactor  will  not  be  Issued  by  the  Commission 
unless  The  University  of  Maryland  has  sub¬ 
mitted  to  the  Commission,  by  amendment  of 
the  application,  additional  data  to  complete 
the  hazards  analysis  of  operating  the  pro¬ 
posed  reactor  and  the  Commission  has  found 
that  the  final  design  provides  reasonable 
assurance  that  the  health  and  safety  of  the 
public  will  not  be  endangered  by  operation 
of  the  reactor  In  accordance  with  the  speci¬ 
fied  procedures. 

5.  Upon  completion  (as  defined  In  para¬ 
graph  3 A.  above)  of  the  construction  of  the 
reactor  In  accordance  with  the  terms  and 
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conditions  of  this  permit,  upon  the  filing  of 
the  additional  Information  needed  to  bring 
the  original  application  up-to-date,  and  upon 
finning  that  the  reactor  authorised  has  been 
constructed  and  will  operate  In  conformity 
with  the  application,  as  amended,  and  In  con¬ 
formity  with  the  provisions  of  the  Act  and 
of  the  rules  and  regulations  of  the  Commis¬ 
sion,  and  In  the  absence  of  any  good  cause 
being  shown  to  the  Commission  why  the 
granting  of  a  license  would  not  be  In  accord¬ 
ance  with  the  provisions  of  the  Act,  the 
Commission  will  Issue  a  Class  104  license  to 
The  University  of  Maryland  pursuant  to  sec¬ 
tion  104c  of  the  Act,  which  license  shall  ex¬ 
pire  twenty  years  after  the  date  of  this 
construction  permit. 

6.  Pursuant  to  Section  50.60  of  the  regula¬ 
tions  In  Title  10,  Chapter  1,  CFR,  Part  50, 
the  Commission  has  allocated  to  The  Univer¬ 
sity  of  Maryland  for  use  In  connection  with 
the  operation  of  the  reactor,  4.5  kilograms  of 
uranlum-235  contained  In  fully  enriched 
uranium  and  80  grams  of  plutonium  con¬ 
tained  In  encapsulated  plutonium-beryllium 
sources. 

Date  of  issuance: 

For  the  Atomic  Energy  Commission. 

[TA.  Doc.  60-5802;  Filed,  June  10,  I960; 

8:45  am.] 


CIVIL  AERONAUTICS  BOARD 

[Docket  8106  etc.] 

GREENSBORO-HIGH  POINT  ADE¬ 
QUACY  OF  SERVICE  CASE 

Postponement  of  Hearing 

Notice  is  hereby  given  that  the  hear¬ 
ing  in  the  above-entitled  proceeding 
heretofore  scheduled  to  begin  on  June 
21,  1960,  is  postponed  to  be  held  at  a 
date  to  be  assigned  later  before  Ex¬ 
aminer  Ferdinand  D.  Moran. 

Dated  at  Washington,  D.C.,  June  7, 
1960. 

[seal]  Francis  W.  Brown, 

Chief  Examiner. 

[FR.  Doc.  60-5344;  Filed,  June  10,  I960; 
8:49  a.m.j 


CIVIL  SERVICE  COMMISSION 

CERTAIN  PHARMACOLOGY  POSI¬ 
TIONS  THROUGHOUT  THE  UNITED 
STATES 

Changes  in  Minimum  Rates  of  Pay 

Under  the  provisions  of  section  803 
of  the  Classification  Act  of  1949,  as 
amended  (68  Stat.  1106;  5  U.S.C.  1133). 
pursuant  to  5  CFR  25.103,  25.105,  the 
Commission  has  increased  the  minimum 
rate  of  pay  for  pharmacology  positions 
in  all  specializations  as  follows: 

GS-405-7 -  $5,880  (top  step). 

GS-405-9 — - - $6,885  (top  step). 

GS-405-11 -  $8,230  (top  step). 

GS— 405-12 _  $9,530  (top  step). 

GS-405-13 _ $11,090  (top  step). 

GS-405-14 _ $12,555  (top  step). 

GS-405-15 _ $13,670  (4th  step). 

The  increases  will  be  effective  on  the 
first  day  of  the  second  pay  period  which 
begins  after  June  10.  1960. 


The  former  geographic  coverage  is 
changed  to  a  nationwide  basis  (includ¬ 
ing  Alaska  and  Hawaii). 

As  of  the  effective  date  Indicated 
above,  section  803  hiring  rates  are  dis¬ 
continued  for  pharmacology  positions, 
Series  GS-405-0,  at  grades  GS-6,  GS-8, 
and  GS-10. 

United  States  Civil  Serv¬ 
ice  Commission, 

[seal]  Mart  V.  Wenzel, 

Executive  Assistant. 

[Fit.  Doc.  60-5337;  Filed,  June  10,  1960; 
8:48  am.] 


FEDERAL  COMMUNICATIONS 
COMMISSION 

[Docket  No.  13524;  FCC  60M-984] 

ANIMAL  CLINIC 

Order  Scheduling  Hearing 

In  the  matter  of  Dr.  J.  R.  Connell, 
d/b  as  Animal  Clinic,  Route  No.  1,  Sheri¬ 
dan,  Wyoming,  Docket  No.  13524;  order 
to  show  cause  why  there  should  not  be 
revoked  the  license  for  Special  Emer¬ 
gency  Station  KOI-958. 

It  is  ordered,  This  7th  day  of  June 
1960,  that  Walther  W.  Guenther  will 
preside  at  the  hearing  in  the  above- 
entitled  proceeding  which  1s  hereby 
scheduled  to  commence  on  September 
9,  1960,  in  Washington,  D.C. 

Released:  June  8,  1960. 

Federal  Communications 
Commission, 

[seal]  Ben  F.  Waple, 

Acting  Secretary. 

[FR.  Doc.  60-5345;  Filed,  June  10,  1960; 
8:49  a.m.] 

[Docket  No.  13536;  FCC  60M-985] 

PHILIP  D.  BOOTHROYD 
Order  Scheduling  Hearing 

In  the  matter  of  Philip  D.  Bootkroyd, 
RD  #1,  Box  142G,  Sparta,  New  Jersey, 
Docket  No.  13536;  application  for  re¬ 
newal  of  Radiotelephone  First  Class  Op¬ 
erator  License  No.  Pl-2-7801. 

It  is  ordered.  This  7th  day  of  June 
1960,  that  Annie  Neal  Huntting  will  pre¬ 
side  at  the  hearing  in  the  above-entitled 
proceeding  which  is  hereby  scheduled  to 
commence  on  July  29, 1960,  in  Washing¬ 
ton,  D.C. 

Released:  June  8,  1960. 

Federal  Communications 
Commission, 

Ben  F.  Waple, 

Acting  Secretary. 

[FR.  Doc.  60-5346;  Filed,  June  10.  1960; 
8:49  a.m.j 

[Docket  No.  13538;  FCC  60M-986] 

R.  O’BRIEN  &  CO.,  INC 
Order  Scheduling  Hearing 

In  the  matter  of  R.  O’Brien  &  Co.,  Inc., 
34  Fish  Pier,  South  Boston,  Mass.,  Docket 


No.  13538;  order  to  show  cause  why 
there  should  not  be  revoked  the  license 
for  Radio  Station  WB-5666  aboard  the 
vessel  “Thomas  Whalen.” 

It  is  ordered.  This  7th  day  of  June  1960, 
that  Millard  F.  French  will  preside  at 
the  hearing  in  the  above-entitled  pro¬ 
ceeding  which  is  hereby  scheduled  to 
commence  on  July  29,  1960,  in  Wash¬ 
ington,  D.C. 

Released:  June  8,  1960. 

Federal  Communications 
Commission, 

Ben  F.  Waple, 

Acting  Secretary. 

[F.R.  Doc.  60-5347;  Filed,  June  10,  I960; 
8:49  am.] 

[Docket  No.  13547;  FCC  60M-989] 

BUNKIE  BROADCASTING  CO. 

Order  Scheduling  Hearing 

In  re  application  of  Charles  T.  Hook, 
tr/as  Bunkie  Broadcasting  Co.,  Bunkie, 
Louisiana,  Docket  No.  13547,  File  No. 
BP-11214;  for  construction  permit. 

It  is  ordered.  This  7th  day  of  June 
19S0,  that  Basil  P.  Cooper  will  preside  at 
the  hearing  in  the  above-entitled  pro¬ 
ceeding  which  is  hereby  scheduled  to 
commence  on  July  29, 1960,  in  Washing¬ 
ton,  D.C. 

Released:  June  8,  1960. 

Federal  Communications 
Commission, 

[seal]  Ben  F.  Waple, 

Acting  Secretary. 

[FR.  Doc.  60-5348;  Filed,  June  10.  1960; 
8:50  am.) 


[Docket  Nos.  13540-13546;  FCC  60M-988] 

MACON  BROADCASTING  CO. 
(WNEX)  ET  AL. 

Order  Scheduling  Hearing 

In  re  applications  of  Macon  Broad¬ 
casting  Company  (WNEX),  Macon, 
Georgia,  Docket  No.  13540,  File  No.  BP- 
12261;  Johnston  Broadcasting  Company 
(WJLD)  (George  Johnston,  Jr.  and 
Rose  Hood  Johnston,  Partners),  Home- 
wood,  Alabama,  Docket  No.  13541,  Pile 
No.  BP-12559;  E.  H.  Eiland,  Jr.,  Union 
Springs,  Alabama,  Docket  No.  13542,  Pile 
No.  BP-12776;  Yetta  G.  Samford,  C.  S. 
Shealy  and  Aileen  M.  Samford,  Execu¬ 
trix  of  the  Estate  of  Thomas  D.  Samford, 
Jr.,  Deceased,  Miles  H.  Ferguson  and 
John  E.  Smollon,  d/b  as  Opelika-Auburn 
Broadcasting  Company  (WJHO),  Ope¬ 
lika,  Alabama,  Docket  No.  13543,  File  No. 
BP-12911;  John  F.  Pidcock  and  Roy  F. 
Z ess,  d/b  as  Radio  Station  WMGA 
(WMGA) ,  Moultrie,  Georgia,  Docket  No. 
13544,  File  No.  BP-12998;  Newnan 
Broadcasting  Company  (WCOH),  New¬ 
nan,  Georgia,  Docket  No.  13545,  File  No. 
BP-13133;  Elberton  Broadcasting  Com¬ 
pany  (WSGC),  Elberton,  Georgia, 
Docket  No.  13546,  File  No.  BP-13405; 
for  construction  permits. 

It  is  ordered.  This  7th  day  of  June 
1960,  that  Annie  Neal  Huntting  will  pre¬ 
side  at  the  hearing  in  the  above-entitled 
proceeding  which  is  hereby  scheduled  to 
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Saturday ,  June  11,  1960 

commence  on  September  15,  1960,  in 
Washington,  D.C. 

Released:  June 8, 1960. 

Federal  Communications 
Commission, 

[  seal  ]  Ben  F.  Waple, 

Acting  Secretary. 

[FR-  Doc.  60-5349;  Filed,  June  10,  1960; 
8:50  a.m  ] 


[Docket  Noe.  13155-13159;  FCC  60M-969] 

WACO  RADIO  CO.  ET  AL. 

Order  Continuing  Hearing 

In  re  applications  of  Jacob  A.  New¬ 
born,  Jr.,  Trustee  for  Nancy  and  Nena 
Newborn,  tr/as  Waco  Radio  Company, 
Waco,  Texas,  Docket  No.  13155,  File  No. 
BP-9763;  Hugh  M.  McBeath,  Waco, 
Texas,  Docket  No.  13156,  File  No.  BP- 
10001;  Floyd  Bell,  Texarkana,  Texas, 
Docket  No.  13157,  File  No.  BP-11870; 
Radio  Broadcasters,  Inc.,  Waco,  Texas, 
Docket  No.  13158,  File  No.  BP-12465; 
Belton  Broadcasters,  Inc.,  Belton,  Texas, 
Docket  No.  13159,  File  No.  BP-12934;  for 
construction  permits. 

The  Hearing  Examiner  having  under 
consideration  a  petition  filed  June  1, 
1960,  on  behalf  of  Belton  Broadcasters, 
Inc.,  requesting  that  the  dates  for  cer¬ 
tain  procedural  steps  be  changed  as 
hereinafter  ordered ;  and 
It  appearing  from  the  pleading  that 
counsel  for  all  parties  have  consented  to 
a  waiver  of  §  1.43  of  the  Commission’s 
rules  to  permit  immediate  consideration 
and  grant  of  the  petition,  and  that  a 
grant  thereof  will  conduce  to  the  orderly 
dispatch  of  the  Commission’s  business; 

Now  therefore,  it  is  ordered.  This  3d 
day  of  June  1960,  that  the  aforesaid  peti¬ 
tion  is  granted,  and  that  the  dates  for 
certain  procedural  steps  are  changed  as 
follows:  (1)  Exchange  of  exhibits  on 
non-engineering  issues  from  June  3  to 
June  13, 1960;  (2)  requests  for  additional 
information  and  notification  of  witnesses 
desired  for  cross-examination  from  June 
17  to  June  27,  1960;  and  (3)  commence¬ 
ment  of  hearing  upon  engineering  and 
non-engineering  matters  from  July  25 
to  July  6,  1960. 

Released:  June  7,  1960. 

Federal  Communications 
Commission, 

[seal]  Ben  F.  Waple, 

Acting  Secretary. 

[F.R.  Doc.  60-5350;  Filed,  June  10,  1960; 

8:50  a.m.] 


SECURITIES  AND  EXCHANGE 
COMMISSION 

[File  Nos.  7-2068—7-2072] 

ABC  VENDING  CORP.  ET  AL. 

Notice  of  Applications  for  Unlisted 
Trading  Privileges  and  of  Oppor¬ 
tunity  for  Hearing 

June  7, 1960. 

In  the  matter  of  applications  of  the 
Philadelphia-Baltimore  Stock  Exchange 


for  unlisted  trading  privileges  in  certain 
securities. 

The  above  named  national  securities 
exchange  has  filed  applications  with  the 
Securities  and  Exchange  Commission 
pursuant  to  section  12(f)  (2)  of  the  Se¬ 
curities  Exchange  Act  of  1934  and  Rule 
12f— 1  thereunder,  for  unlisted  trading 
privileges  in  the  common  stocks  of  the 
following  companies,  which  securities 
are  listed  and  registered  on  one  or  more 
other  national  securities  exchanges; 

File  no. 


ABC  Vending  Corporation-1 _  7-2068 

General  Instrument  Corporation _  7-2069 

NAFI  Corporation _ 7-2070 

Siegler  Corporation _  7-2071 

Universal  Match  Corporation _ _  7-2072 


Upon  receipt  of  a  request,  on  or  before 
June  24,  1960,  from  any  interested  per¬ 
son,  the  Commission  will  determine 
whether  the  application  with  respect  to 
any  of  the  companies  named  shall  be  set 
down  for  hearing.  Any  such  request 
should  state  briefly  the  title  of  the  se¬ 
curity  in  which  he  is  interested,  the  na¬ 
ture  of  the  interest  of  the  person  making 
the  request,  and  the  position  he  proposes 
to  take  at  the  hearing,  if  ordered.  In 
addition,  any  interested  person  may  sub¬ 
mit  his  views  or  any  additional  facts 
bearing  on  any  of  the  said  applications 
by  means  of  a  letter  addressed  to  the  Sec¬ 
retary,  Securities  and  Exchange  Com¬ 
mission,  Washington  25,  D.C.,  not  later 
than  the  date  specified.  If  no  one  re¬ 
quests  a  hearing  with  respect  to  any  par¬ 
ticular  application,  such  application  will 
be  determined  by  order  of  the  Commis¬ 
sion  on  the  basis  of  the  facts  stated 
therein  and  other  information  contained 
in  the  official  files  of  the  Commision  per¬ 
taining  thereto. 

By  the  Commision. 

[seal]  Orval  L.  DuBois, 

Secretary. 

[F.R.  Doc.  60-5321;  Filed,  June  10.  1960; 

8:47  a.m.] 


[File  No.  812-1270] 

ASSOCIATED  MOTION  PICTURE 
INDUSTRIES,  INC. 

Notice  of  Filing  of  Application  for 

Order  Retroactively  Exempting 

Transaction  Between  Affiliates 

June  6,  1960. 

Notice  is  hereby  given  that  Associ¬ 
ated  Motion  Picture  Industries,  Inc. 
(“Associated”),  a  registered  closed-end, 
non-diversified  investment  company,  has 
filed  an  application  pursuant  to  section 
6(c)  of  the  Investment  Company  Act  of 
1940  (the  “Act”)  for  an  order  retroac¬ 
tively  exempting  from  the  provisions  of 
section  17(a)  of  the  Act  the  purchase 
from  Associated  by  Victor  M.  Carter  on 
July  1,  1959,  of  shares  of  the  common 
stock  of  Republic  Pictures  Corporation 
(“Republic”)  in  connection  with  the 
transactions  mentioned  below. 

The  request  of  Associated  is  based 
upon  the  following  representations  and 
information  contained  in  its  application: 

On  and  prior  to  July  1,  1959,  Associ¬ 
ated,  a  corporation  organized  in  1943 
under  the  laws  of  Delaware,  owned  216,- 


349  shares  of  Republic  common  stock 
with  a  par  value  of  50  cents  a  share, 
which  represented  5  percent  or  more 
of  the  outstanding  voting  securities  of 
Republic.  Carter  has  been  a  director  of 
Republic  since  November  5,  1958. 

Pursuant  to  an  agreement  dated  April 
29, 1959,  as  amended  July  1, 1959,  Associ¬ 
ated  and  seventeen  other  corporations 
and  persons  agreed  to  sell  all  of  their 
Republic  common  stock  holdings, 
amounting  to  549,383  shares  to  Carter 
and  six  other  purchasers  at  a  price  of 
$10  per  share  payable  in  cash. 

The  purchase  and  sale  of  the  common 
stock  was  consummated  on  July  1,  1959. 
Of  the  549,383  shares  of  Republic  com¬ 
mon  stock  which  were  the  subject  of  this 
transaction,  216,349  shares  were  sold  by 
Associated  and  249,383  shares  were  ac¬ 
quired  by  Carter.  Of  the  216,349  shares 
of  Republic  common  stock  sold  by  As¬ 
sociated,  121,349  were  transferred  to 
Carter  and  the  balance  was  transferred 
to  purchasers  other  than  Carter. 

Republic  is  engaged,  through  its  sub¬ 
sidiaries  and  divisions,  in  the  business 
of  film  processing,  graphic  arts,  distrib¬ 
uting  its  library  of  films  to  the  television 
industry  and  theaters,  leasing  its  studio 
property  and  in  the  manufacture  and 
sale  of  plastic  products. 

Pursuant  to  the  definition  contained  in 
section  2(a)  (3)  of  the  Act,  Carter  is  an 
affiliated  person  of  Republic  and  Repub¬ 
lic,  in  turn,  on  and  prior  to  July  1,  1959, 
was  an  affiliated  person  of  Associated. 
Generally  speaking,  section  17(a)  of  the 
Act  prohibits  an  affiliated  person  (Car¬ 
ter)  of  an  affiliated  person  (Republic) 
of  a  registered  investment  company  (As¬ 
sociated)  from  purchasing  from  such 
registered  investment  company  (Asso¬ 
ciated)  any  security  of  which  the  seller 
is  not  the  issuer  (stock  of  Republic), 
unless  the  Commission  by  order  upon  ap¬ 
plication  pursuant  to  section  17(b)  of  the 
Act  grants  an  exemption  from  section 
17(a)  of  the  Act  upon  a  finding  that  the 
terms  of  the  proposed  transaction,  in¬ 
cluding  the  consideration  to  be  paid  or 
received  are  reasonable  and  fair  and 
do  not  involve  overreaching  on  the  part 
of  any  person  concerned;  and  that  the 
proposed  transaction  is  consistent  with 
the  policy  of  the  investment  company 
concerned,  and  consistent  with  the  gen¬ 
eral  purposes  of  the  Act. 

An  application  pursuant  to  section 
17(b)  of  the  Act  for  an  order  exempting 
a  transaction  from  the  provisions  of  sec¬ 
tion  17(a)  of  the  Act  is  limited  to  only 
a  proposed  transaction.  Since  the 
transaction  referred  to  above  has  al¬ 
ready  been  consummated.  Associated 
requests  an  order  pursuant  to  section 
6(c)  of  the  Act  retroactively  exempting 
such  transaction  from  the  provisions  of 
section  17(a)  of  the  Act. 

Section  6(c)  of  the  Act  authorizes  the 
Commission  by  order  upon  application 
conditionally  or  unconditionally  to  ex¬ 
empt  any  transaction  from  any  provi¬ 
sions  of  the  Act  or  of  any  rule  or 
regulation  thereunder,  if  and  to  the 
extent  that  the  Commission  finds  that 
such  exemption  is  necessary  or  appro¬ 
priate  in  the  public  interest  and  con¬ 
sistent  with  the  protection  of  investors 
and  the  purposes  fairly  intended  by  the 
policy  and  provisions  of  the  Act. 


5256 


NOTICES 


The  application  states  that  the  book 
value  of  Republic’s  common  stock  at  the 
end  of  Republic’s  fiscal  years  1957-1959, 
inclusive,  was  equal  to  $2,226,  $2,766  and 
$2,858  a  share,  respectively.  For  the 
fiscal  year  1957,  Republic  had  a  deficit 
in  net  income  of  67  cents  a  share  of 
common  stock  before  preferred  dividend 
requirements.  Net  income  applicable 
to  Republic’s  common  stock  for  the  fiscal 
years  1958  and  1959  was  equal  to  54  cents 
and  24  cents  a  share,  respectively.  The 
sales  price  of  $10  per  share  of  Republic’s 
common  stock  is  equal  to  12.5  times  per 
share  earnings  for  the  fiscal  year  1958; 
and  41.66  times  per  share  earnings  for 
the  fiscal  year  1959.  The  only  cash  divi¬ 
dend  paid  by  Republic  on  its  common 
stock  during  the  period  1957-1959,  in¬ 
clusive,  was  15  cents  a  share  paid  in  1959. 

The  application  also  states  that  the 
closing  prices  of  Republic’s  common 
stock  on  the  New  York  Stock  Exchange 
on  April  30,  1959,  the  day  following  the 
execution  of  the  instant  purchase — sale 
agreement  was  9% ;  and  the  closing  price 
of  such  stock  on  said  exchange  on  June 
30,  1959,  the  date  preceding  the  closing, 
was  10)4. 

The  application  further  states  that 
the  agreement  for  the  sale  of  Republic’s 
common  stock  was  ratified  by  Associ¬ 
ated’s  board  of  directors  on  May  13, 1959 
and  that  neither  Carter  nor  any  of  the 
other  purchasers  of  Republic  stocks  had 
any  connection  with  Associated  or  any 
of  its  directors  except  that  Carter  was 
the  owner  of  record  of  501  shares  of  a 
total  of  187,926.4  shares  of  Associated’s 
outstanding  capital  stock. 

The  application  also  states  that  until 
after  the  consummation  of  the  trans¬ 
action  neither  Associated  nor  any  of  the 
other  parties  or  their  attorneys  was 
aware  of  Carter’s  status  as  an  affiliated 
person  of  Republic  under  the  Act  or  of 
the  possible  application  of  section  17  of 
the  Act  to  the  transaction. 

The  application  further  states  that  the 
terms  of  the  transaction  are  reasonable 
and  fair  and  do  not  involve  overreach¬ 
ing;  that  the  transaction  is  consistent 
with  the  policy  of  Associated;  and  that 
exemption  from  the  provisions  of  section 
17(a)  of  the  Act  would  be  appropriate  in 
the  public  interest  and'  consistent  with 
the  protection  of  investors  and  the  pur¬ 
poses  fairly  intended  by  the  policy  and 
provisions  of  the  Act. 

Notice  is  further  given  that  any  inter¬ 
ested  person  may,  not  later  than  June 
21, 1960  at  5:30  p.m.,  submit  to  the  Com¬ 
mission  in  writing  a  request  for  a  hearing 
on  the  matter  accompanied  by  a  state¬ 
ment  as  to  the  nature  of  hiis  interest,  the 
reason  for  such  request  and  the  issues  of 
fact  or  law  proposed  to  be  controverted, 
or  he  may  request  that  he  be  notified  if 
the  Commission  should  order  a  hearing 
thereon.  Any  such  communication 
should  be  addressed:  Secretary,  Securi¬ 
ties  and  Exchange  Commission,  Wash¬ 
ington  25,  D.C.  At  any  time  after  said 
date,  as  provided  by  Rule  0-5  of  the 
rules  and  regulations  promulgated  under 
the  Act,  an  order  disposing  of  the  ap¬ 
plication  herein  may  be  issued  by  the 
Commission  upon  the  basis  of  the  show¬ 
ing  contained  in  said  application,  unless 
an  order  for  hearing  upon  said  applica¬ 


tion  shall  be  issued  upon  request  or  upon 
the  Commission’s  own  motion. 

By  the  Commission. 

[seal]  Orval  L.  DuBois, 

Secretary. 

[P.R.  Doc.  60-5322:  Piled,  June  10,  1960; 
8:47  am.] 


[File  No.  812-1279] 

BANK  FIDUCIARY  FUND  OF  MAINE 

Notice  of  Application  by  Investment 

Company  for  Exemption  From  Cer¬ 
tain  Sections  of  the  Act , 

June  3,  1960. 

Notice  is  hereby  given  that  Bank  Fi¬ 
duciary  Fund  of  Maine,  a  registered 
open-end  diversified  Investment  com¬ 
pany,  has  filed  an  application  pursuant 
to  section  6(c)  of  the  Investment  Com¬ 
pany  Act  of  1940  (“Act”),  for  exemption 
from  the  following  sections  of  the  Act: 
Sections  16(a),  22(d),  22(e),  24(d), 
20(a)  and  Rule  20a-l,  of  the  general 
rules  and  regulations  promulgated 
thereunder. 

The  application  contains  the  follow¬ 
ing  representations: 

Applicant  was  organized  in  October 
1959  under  the  Mutual  Trust  Investment 
Company  Act  of  Maine  as  a  mutual  trust 
investment  company  to  serve  as  a 
medium  for  the  common  investment  of 
trust  funds  held  in  a  fiduciary  capacity 
by  banks  and  trust  companies  in  Maine 
whose  trust  assets  are  not  large  enough 
to  permit  them  to  form  common  trust 
funds  of  their  own.  Applicant  is  subject 
to  regulation  and  supervision  by  the 
Bank  Commissioner  of  the  State  of 
Maine,  and  its  investment  powers  are 
limited  by  statute  so  that,  except  for 
obligations  of  the  United  States,  it  may 
not  invest  more  than  10  percent  of  its 
assets  in  the  securities  of  any  one  isssuer, 
it  may  not  purchase  more  than  10  per¬ 
cent  of  the  outstanding  stock  of  any  one 
issuer,  and  it  may  not  invest  in  obliga¬ 
tions  of  individuals  or  in  the  notes  or 
bonds  pf  any  corporation  if  the  total 
issue  of  such  notes  or  bonds  is  less  than 
$500,000.  Ihe  selection  of  investments 
is  also  limited  by  the  “prudent  man” 
rule  which  governs  investments  by  fidu¬ 
ciaries  in  the  State  of  Maine. 

Applicant  will  not  employ  underwrit¬ 
ers  or  sales  personnel,  or  undertake  any 
active  sales  campaign,  and  its  shares 
may  be  purchased  by  eligible  banks  and 
trust  companies  at  the  initial  offering 
price  of  $100  per  share  without  any  sales 
load.  'A  charge  of  25  cents  per  share 
will  be  made  to  the  participating  banks 
for  the  purpose  of  defraying  organiza¬ 
tional  expenses,  estimated  to  amount  to 
about  $2,500.  When  such  expenses  have 
been  recovered,  this  charge  will  be  dis¬ 
continued  and  subsequent  purchases  will 
be  made  at  net  asset  value  as  determined 
on  designated  valuation  dates  without 
any  further  charges. 

Applicant  contends  that  compliance 
with  the  provisions  of  the  Act  described 
below  would  be  unduly  burdensome  and 
expensive  since  the  statutory  limitations 
on  its  investment  activities  and  the  su¬ 
pervision  of  the  Bank  Commissioner  of 


the  State  of  Maine  make  such  compli¬ 
ance  unnecessary  in  the  protection  of  the 
investing  banks. 

Section  16(a)  prohibits  a  person  from 
serving  as  a  director  of  a  registered  in¬ 
vestment  company  unless  elected  by  the 
holders  of  the  outstanding  voting  securi¬ 
ties  at  an  annual  or  special  meeting 
called  for  that  purpose.  Applicant  has 
not  issued  any  of  its  shares  and  accord¬ 
ingly  its  present  board  which  was  se¬ 
lected  at  its  organizational  meeting  on 
October  21, 1959,  not  having  been  elected 
by  shareholders,  does  not  comply  with 
section  16(a) .  In  order  to  avoid  the  ex¬ 
pense  of  a  special  meeting  of  share¬ 
holders  prior  to  the  date  of  its  regular 
annual  meeting.  Applicant  requests  an 
exemption  from  section  16(a)  so  as  to 
permit  the  present  board  of  directors  to 
serve  until  the  next  annual  meeting  of 
Shareholders. 

Applicant  represents  that  compliance 
with  the  proxy  rules  promulgated  under 
the  Securities  Exchange  Act  of  1934  as 
required  by  section  20(a)  of  the  Invest¬ 
ment  Company  Act  and  Rule  20a-l 
thereunder  would  constitute  an  under¬ 
taking  of  substantial  expense  to  Appli¬ 
cant  without  providing  a  comparable 
benefit  to  its  investors.  In  this  connec¬ 
tion,  it  is  represented  that  the  board  of 
directors  will  always  be  comprised  of 
officers  of  the  banks  and  trust  companies 
which  are  eligible  to  invest  in  Applicant’s 
shares.  The  certificate  of  incorporation 
provides  that  each  bank  which  owns 
stock  of  Applicant  shall  be  entitled  to  be 
represented  on  the  board  of  directors  by 
one  director.  Annual  meetings  of  stock¬ 
holders  are  required  to  be  held. 

Applicant  requests  exemption  from 
that  portion  of  section  24(d)  which  pro¬ 
vides  that  no  security  issued  by  a  regis¬ 
tered  investment  company  shall  be 
entitled  to  the  exemption  from  registra¬ 
tion  under  the  Securities  Act  of  1933  that 
is  provided  by  section  3(a)  (11)  of  that 
Act.  Section  3(a)  (11)  of  the  Securities 
Act  of  1933  grants  an  exemption  for  se¬ 
curities  sold  only  to  persons  resident 
within  a  single  state  by  a  corporation  in¬ 
corporated  in  and  doing  business  within 
such  state.  In  support  of  its  request, 
Applicant  represents  that  it  intends  to 
distribute  to  each  trust  company  and 
bank  eligible  to  invest  in  its  shares  a 
copy  of  the  registration  statement  filed 
under  the  Investment  Company  Act,  and 
that  such  statement  contains  the  in¬ 
formation  which  Applicant  would  be  re¬ 
quired  to  furnish  were  it  to  register  under 
the  Securities  Act. 

Section  22(d)  of  the  Act  would  re¬ 
quire  Applicant  to  sell  its  securities  at  a 
public  offering  price  described  in  a  pro¬ 
spectus.  Applicant  states  that  the  same 
reasons  urged  for  the  exemption  from 
section  24(d)  have  equal  application  to 
this  request. 

Applicant  also  requests  certain  relief 
from  section  22(e)  of  the  Act,  which  pro¬ 
vides,  with  certain  exceptions  not  perti¬ 
nent  here,  that  no  registered  investment 
company  shall  suspend  the  right  of  re¬ 
demption  or  postpone  payment  for  shares 
redeemed  for  more  than  seven  days  after 
tender.  Applicant  requests  exemption 
from  these  requirements  to  the  extent 
necessary  to  permit  it  to  follow  a  pro- 
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cedure  under  which  notice  of  redemption 
must  be  given  fourteen  days  in  advance 
of  quarterly  asset  valuation  dates  and 
payment  be  made  within  ten  days  fol¬ 
lowing  such  valuation  dates.  Applicant 
represents  that  such  procedure  is  con¬ 
sistent  with  the  practice  followed  by 
common  trust  funds  operated  by  banks 
and  trust  companies  in  Maine  and  is  ap¬ 
propriate  in  the  special  circumstances 
under  which  Applicant  proposes  to  oper¬ 
ate,  since  it  is  intended  to  offer  participa¬ 
tion  to  banking  fiduciaries  for  funds  held 
on  a  long-term  basis. 

Section  6(c)  of  the  Act  provides, 
among  other  things,  that  the  Commis¬ 
sion,  by  order  upon  application,  may 
conditionally  or  unconditionally  exempt 
any  persons  from  any  provision  or  pro¬ 
visions  of  the  Act  or  of  any  rule  or  regu¬ 
lation  thereunder,  if  and  to  the  extent 
that  such  exemption  is  necessary  or 
appropriate  in  the  public  interest  and 
consistent  with  the  protection  of  in¬ 
vestors  and  the  purposes  fairly  intended 
by  the  policy  and  provisions  of  the  Act. 

For  a  more  detailed  statement  of  the 
matters  of  fact  and  law  asserted,  all  in¬ 
terested  persons  are  referred  to  said 
application  which  is  on  file  at  the 
office  of  the  Commission  in  Washington, 
D.C. 

Notice  is  further  given  that  any  in¬ 
terested  person  may,  not  later  than  June 
20,  1960,  at  5:30  p.m.,  submit  to  the 
Commission  in  writing  a  request  for  a 
hearing  on  the  matter  accompanied  by 
a  statement  as  to  the  nature  of  his  in¬ 
terest,  the  reason  for  such  request  and 
the  issues  of  fact  or  law  proposed  to  be 
controverted,  or  he  may  request  that  he 
be  notified  if  the  Commission  should 
order  a  hearing  thereon.  Any  such 
comtaiunication  should  be  addressed: 
Secretary,  Securities  and  Exchange 
Commission,  Washington  25,  D.C.  At 
any  time  after  said  date,  as  provided  by 
rule  0-5  of  the  rules  and  regulations 
promulgated  under  the  Act,  an  order 
disposing  of  the  application  herein  may 
be  issued  by  the  Commission  upon  the 
basis  of  the  showing  contained  in  said 
application,  unless  an  order  for  hearing 
upon  said  application  shall  be  issued 
upon  request  or  upon  the  Commission’s 
own  motion. 

By  the  Commission. 

[seal]  Orval  L.  DuBois, 

Secretary. 

[P.R.  Doc.  60-5323;  Filed,  June  10.  1960; 

8:47  a.m.] 


[File  No.  24SF-2734] 

GREAT  BASIN  CONSOLIDATED 
MINES,  INC. 

Order  Temporarily  Suspending  Ex¬ 
emption,  Statement  of  Reasons 
Therefor,  and  Notice  of  Opportunity 
for  Hearing 

I.  Great  Basin  Consolidated  Mines, 
Inc.  (issuer),  a  Nevada  corporation, 
5306  Evergreen,  Las  Vegas,  Nevada,  filed 
with  the  Commission  on  May  5,  1960,  a 


notification  on  Form  1-A  and  an  offering 
circular  relating  to  an  offering  of  300,000 
shares  of  its  $1  par  value  common  stock 
at  $1  per  share  for  an  aggregate  offering 
of  $300,000  for  the  purpose  of  obtaining 
an  exemption  from  the  registration  re¬ 
quirements  of  the  Securities  Act  of  1933, 
as  amended,  pursuant  to  the  provisions 
of  section  (b)  thereof  and  Regulation  A 
promulgated  thereunder. 

n.  The  Commission  has  reasonable 
cause  to  believe  that: 

A.  The  terms  and  conditions  of  Reg¬ 
ulation  A  have  not  been  complied  with 
in  that  the  notification  fails  to  disclose 
that  Marko  Mining  &  Milling  Co.,  Inc., 
a  Nevada  corporation,  is  an  affiliate  of 
the  issuer. 

B.  An  exemption  under  Regulation  A 
is  not  available  to  the  issuer  in  that 
Marko  Mining  &  Milling  Co.,  Inc.,  which 
became  an  affiliate  of  the  issuer  within 
the  past  two  years,  is  presently  offering 
its  securities  under  Regulation  A  (24SF- 
2680)  for  an  aggregate  offering  price  of 
$300,000. 

C.  The  offering  circular  omits  to  state 
material  facts  necessary  in  order  to  make 
the  statements  made,  in  the  light  of  the 
circumstances  under  which  they  are 
made,  not  misleading,  particularly  with 
respect  to  the  failure  to  disclose  the  ex¬ 
istence  tff  Marko  Mining  ft  Milling  Co., 
Inc.,  a  company  organized  by  and  having 
the  same  controlling  persons  as  the  issuer 
and  having  the  same  business  purpose 
as  the  issuer. 

D.  The  offering  would  be  made  in  vio¬ 
lation  of  section  17  of  the  Securities  Act 
of  1933. 

ni.  It  is  ordered,  Pursuant  to  Rule 
261(a)  of  the  general  rules  and  regula¬ 
tions  under  the  Securities  Act  of  1933, 
as  amended,  that  the  exemption  under 
Regulation  A  be,  and  it  hereby  is,  tem¬ 
porarily  suspended. 

Notice  is  hereby  given  that  any  person 
having  any  interest  in  the  matter  may 
file  with  the  Secretary  of  the  Commis¬ 
sion  a  written  request  for  hearing  within 
thirty  days  after  the  entry  of  this  order; 
that  within  twenty  days  after  receipt  of 
such  request  the  Commission  will,  or  at 
any  time  upon  its  own  motion  may,  set 
the  matter  down  for  hearing  at  a  place 
to  be  designated  by  the  Commission,  for 
the  purpose  of  determining  whether  this 
order  of  suspension  should  be  vacated  or 
made  permanent,  without  prejudice, 
however,  to  the  consideration  and  pres¬ 
entation  of  additional  matters  at  the 
hearing;  that  if  no  hearing  is  requested 
and  none  is  ordered  by  the  Commission, 
this  order  shall  became  permanent  on 
the  thirtieth  day  after  its  entry  and  shall 
remain  in  effect  unless  or  until  it  is  mod¬ 
ified  or  vacated  by  the  Commission;  and 
that  notice  of  the  time  and  place  for  any 
hearing  will  promptly  be  given  by  the 
Commission. 

By  the  Commission. 

[seal]  Orval  L.  DuBois, 

Secretary. 

[Fit.  Doc.  60-5324;  Filed,  June  -10,  I960; 

8:47  a.m.] 


[File  No.  24D-1713] 

MONARCH  OIL  &  URANIUM  CORP. 

Order  Temporarily  Suspending  Ex¬ 
emption,  Statement  of  Reasons 

Therefor,  and  Notice  of  Opportunity 

for  Hearing 

June  6,  1960. 

I.  Monarch  Oil  ft  Uranium  Corpora¬ 
tion,  an  Oklahoma  corporation,  284Q 
West  24th  Ave.,  Denver,  Colorado,  filed 
with  the  Commission  on  May  5,  1955,  a 
notification  and  offering  circular  relating 
to  an  offering  of  600,000  shares  of  its  1 
cent  par  value  common  stock  at  8  cents 
per  share  for  an  aggregate  of  $48,000, 
and  filed  various  amendments  thereto, 
for  the  purpose  of  obtaining  an  exemp¬ 
tion  from  the  registration  requirements 
of  the  Securities  Act  of  1933,  as  amended, 
pursuant  to  the  provisions  of  section 
3(b)  thereof,  and  Regulation  A  promul¬ 
gated  thereunder. 

II.  The  Commission  has  reasonable 
cause  to  believe  that: 

A.  The  terms  and  conditions  of  Regu¬ 
lation  A  have  not  been  complied  with 
in  that  Monarch  Oil  ft  Uranium  Corpo¬ 
ration  has: 

1.  Offered  and  sold  its  securities  with¬ 
out  the  use  of  the  offering  circular  re¬ 
quired  by  the  regulation; 

2.  Offered  and  sold  its  securities  by 
the  use  of  sales  material  not  filed  with 
the  Commission  as  required  by  the 
regulation. 

B.  The  notification  and  offering  cir¬ 
cular  contain  untrue  statements  of  ma¬ 
terial  facts  and  omit  to  state  material 
facts  necessary  in  order  to  make  the 
statements  made,  in  the  light  of  the  cir¬ 
cumstances  under  which  they  are  made, 
not  misleading,  particularly  with  re¬ 
spect  to: 

1.  The  failure  to  disclose  information 
concerning  a  lease  of  some  of  the  com¬ 
pany’s  unpatented  mining  claims: 

2.  The  failure  to  disclose  an  interest 
in  certain  property  owned  by  the 
corporation; 

3.  The  failure  to  reflect  the  contingent 
liability  due  to  sales  of  securities  in  vio¬ 
lation  of  the  Securities  Act  of  1933,  as 
amended; 

4.  The  statement  that  the  entire  pro¬ 
ceeds  of  the  offering  would  be  used  pri¬ 
marily  to  repay  prior  purchasers  of 
preorganization  certificates  sold  in  vio¬ 
lation  of  the  Securities  Act  of  1933,  as 
amended. 

III.  It  is  ordered.  Pursuant  to  Rule 
223(a)  of  the  general  rules  and  regula¬ 
tions  under  the  Securities  Act  of  1933, 
as  amended,  that  the  exemption  under 
Regulation  A  be,  and  it  hereby  is,  tem¬ 
porarily  suspended. 

Notice  is  hereby  given  that  any  person 
have  any  interest  in  the  matter  may 
file  with  the  Secretary  of  the  Commission 
a  written  request  for  hearing;  that 
within  20  days  after  receipt  of  such  re¬ 
quest,  the  Commission  will,  or  at  any 
time  upon  its  own  motion  may,  set  the 
matter  down  for  hearing  at  a  place  to 
be  designated  by  the  Commission  for  the 
purpose  of  determining  whether  this 
order  of  suspension  should  be  va- 
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c&ted  or  made  permanent,  without  prej¬ 
udice,  however,  to  the  consideration  and 
presentation  of  additional  matters  at  the 
hearing;  and  that  notice  of  the  time  and 
place  for  said  hearing  will  be  promptly 
given  by  the  Commission. 

By  the  Commission. 

[seal]  Orval  L.  DuBois, 

Secretary . 

(P.R.  Doc.  60-5327;  Piled,  June  10,  1960; 
8:47  a.m.] 


{File  No.  31-6411 

UNION  TEXAS  NATURAL  GAS  CORP. 

Notice  of  Filing  of  Amendment  to 
Application 

June  6, 1960. 

Notice  is  hereby  given  that  Union 
Texas  Natural  Gas  Corporation  (“Union 
Texas”),  successor  by  merger  to  Texas 
Natural  Gasoline  Corporation  (“Texas 
Natural")  and  Union  Oil  and  Gas  Cor¬ 
poration  of  Louisiana  (“Union  Oil”) ,  has 
filed  an  amendment  to  the  application 
filed  hy  Texas  Natural,  requesting  that 
the  exemption  heretofore  granted 
(Holding  Company  Act  Release  No. 
13648,  January  3, 1958)  to  Texas  Natural 
and  its  subsidiaries,  pursuant  to  section 
3(a)(3)  of  the  Public  Utility  Holding 
Company  Act  of  1935  (“Act”) ,  be  modi¬ 
fied  or  amended  so  as  to  grant  a  like 
exemption  to  Union  Texas,  as  a  holding 
company,  and  to  all  of  its  subsidiaries, 
as  such. 

All  interested  persons  are  referred  to 
the  amended  application  for  a  statement 
of  the  facts  submitted  as  a  basis  for  the 
requested  exemption,  which  facts  are 
summarized  as  follows: 

Union  Texas,  a  Delaware  corporation, 
is  the  surviving  company  resulting  from 
a  merger,  effective  March  3,  1960,  of 
Texas  Natural  into  Union  Oil,  which 
thereupon  changed  its  name  to  Union 
Texas  Natural  Gas  Corporation.  Prior 
to  said  merger  Union  Oil  and  its  sub¬ 
sidiaries  were  engaged  in  exploring  for 
and  producing  crude  oil,  condensate  and 
natural  gas.  Union  Oil  owned  produc¬ 
ing  oil  and  gas  properties  in  Louisiana, 
Texas,  the  Provinces  of  Alberta  and 
Saskatchewan,  Canada,  and  in  Venezuela 
and  Argentina.  As  at  December  31, 1959 
the  consolidated  assets  of  Union  Oil  and 
subsidiaries  totaled  $77,562,911  and  for 
the  year  1959  consolidated  revenues  and 
net  income  were  $45,210,583  and 
$14,623,805,  respectively. 

Texas  Natural  and  its  subsidiaries, 
prior  to  the  merger,  were  engaged  prin¬ 
cipally  in  the  manufacture  and  sale  of 
liquefied  petroleum  gas  and  natural 
gasoline.  Texas  Natural  also  owned  all 
the  outstanding  common  stock  of  Florida 
Keys  Gas  Company,  Inc.-  (“Florida 
Keys”),  a  Florida  corporation,  which  is 
a  gas  utility  company  operating  in  Key 
West,  Florida  and  environs.  Florida 
Keys  purchased  its  liquefied  petroleum 
gas  requirements  from  Texas  Natural 
and  now  obtains  these  requirements 
from  the  surviving  corporation.  As  at 
August  31, 1959  the  consolidated  assets  of 
Texas  Natural  and  subsidiaries  totaled 
$52,333,214  and,  for  the  12  months  then 


ended,  consolidated  revenues  and  net 
income  were  $33,234,510  and  $4,526,227, 
respectively.  Florida  Keys,  as  at  August 
31,  1959,  had  total  assets  of  $585,317  and 
for  the  12  months  then  ended  had  reve¬ 
nues  and  net  income  of  $382,361  and 
$17,022,  respectively. 

Union  Texas  and  its  subsidiaries  are 
now  engaged  in  the  businesses  formerly 
conducted  by  Union  Oil  and  its  subsidi¬ 
aries  and  Texas  Natural  and  its  subsid¬ 
iaries.  The  only  subsidiary  of  Union 
Texas  which  is  a  public -utility  company 
is  Florida  Keys,  formerly  a  subsidiary  of 
Texas  Natural.  Union  Texas  asserts 
that  it  is  entitled  to  exemption  under  the 
provisions  of  section  3(a)  (3)  of  the  Act 
on  the  ground  that  “it  is  only  inciden¬ 
tally  a  holding  company,  being  primarily 
engaged  or  interested  in  one  or  more 
businesses  other  than  the  business  of  a 
public-utility  company  and  not  deriving 
any  material  part  of  its  income  from  any 
one  or  more  subsidiary  companies,  the 
principal  business  of  which  is  that  of  a 
public-utility  company.” 

Notice  is  further  given  that  any  inter¬ 
ested  person  may,  not  later  than  June 
27,  1960,  request  in  writing  that  a  hear¬ 
ing  be  held  in  respect  of  the  request  for 
exemption,  stating  the  nature  of  his  in¬ 
terest,  the  reasons  for  such  request,  and 
the  issues  of  law  or  fact  he  desires  to 
controvert,  or  he  may  request  that  he 
be  notified  should  the  Commission  order 
a  hearing  thereon.  Any  such  request 
should  be  addressed:  Secretary,  Securi¬ 
ties  and  Exchange  Commission,  Wash¬ 
ington  25,  D.C.  At  any  time  after  said 
date  the  Commission  may  grant  the  ex¬ 
emption  requested,  or  take  such  other 
action  as  it  deems  appropriate. 

By  the  Commission. 

[seal]  Orval  L.  DuBois, 

Secretary. 

[F.R.  Doc.  60-5328;  Piled,  June  10,  1960; 

8:48  a.m.j 


[File  No.  1-1331] 

G.  KRUEGER  BREWING  CO. 

Notice  of  Application  To  Strike  From 

Listing  and  Registration  and  of 

Opportunity  for  Hearing 

June  7, 1960. 

In  the  matter  of  G.  Krueger  Brewing 
Company,  Common  Stock,  File  No. 
1-1331. 

The  American  Stock  Exchange  has 
filed  an  application  with  the  Securities 
and  Exchange  Commission  pursuant  to 
section  12(d)  of  the  Securities  Exchange 
Act  of  1934  and  Rule  12d2-l(b)  promul¬ 
gated  thereunder,  to  strike  the  specified 
security  from  listing  and  registration 
thereon. 

The  reasons  alleged  in  the  application 
for  striking  this  security  from  listing  and 
registration  include  the  following: 

The  number  of  shares  which  remain 
outstanding  and  unacquired  by  United 
Industrial  Syndicate  Inc.,  and  the  num¬ 
ber  of  holders  of  such  unacquired  shares, 
have  become  so  reduced  as  to  make  in¬ 
advisable  further  dealings  therein  on  the 
Exchange. 


Upon  receipt  of  a  request,  on  or  before 
June  24, 1960,  from  any  interested  person 
for  a  hearing  in  regard  to  terms  to  be 
imposed  upon  the  delisting  of  this 
security,  the  Commission  will  determine 
whether  to  set  the  matter  down  for  hear¬ 
ing.  Such  request  should  state  briefly 
the  nature  of  the  interest  of  the  person 
requesting  the  hearing  and  the  posi¬ 
tion  he  proposes  to  take  at  the  hearing 
with  respect  to  imposition  of  terms,  in 
addition,  any  interested  person  may  sub¬ 
mit  his  views  or  any  additional  facts 
bearing  on  this  application  by  means  of 
a  letter  addressed  to  the  Secretary  of  the 
Securities  and  Exchange  Commission, 
Washington  25,  D.C.  If  no  one  requests 
a  hearing  on  this  matter,  this  applica¬ 
tion  will  be  determined  by  order  of  the 
Commission  on  the  basis  of  the  facts 
stated  in  the  application  and  other  in¬ 
formation  contained  in  the  official  files 
of  the  Commission  pertaining  to  the 
matter. 

By  the  Commission. 

[seal]  Orval  L.  DuBois, 

Secretary. 

(P.R.  Doc.  60-5325;  Piled,  June  10,  1960; 

8:47  a.m.] 

INTERSTATE  COMMERCE 
COMMISSION 

(Notice  327] 

MOTOR  CARRIER  TRANSFER 
PROCEEDINGS 

June  8, 1960. 

Synopses  of  orders  entered  pursuant 
to  section  212(b)  of  the  Interstate  Com¬ 
merce  Act,  and  rules  and  regulations 
prescribed  thereunder  (49  CFR  Part 
179),  appear  below: 

As  provided  in  the  Commission’s  spe¬ 
cial  rules  of  practice  any  interested 
person  may  file  a  petition  seeking  recon¬ 
sideration  of  the  following  numbered 
proceedings  within  20  days  from  the  date 
of  publication  of  this  notice.  Pursuant 
to  section  17(8)  of  the  Interstate  Com¬ 
merce  Act,  the  filing  of  such  a  petition 
will  postpone  the  effective  date  of  the 
order  in  that  proceeding  pending  its 
disposition.  The  matters  relied  upon  by 
petitioners  must  be  specified  in  their 
petitions  with  particularity. 

No.  MC-FC  63288.  By  Order  of  June 
7,  1960,  the  Transfer  Board  approved 
the  transfer  to  Lawrence  Menning,  doing 
business  as  Menning  Transfer,  Edgerton, 
Minn.,  of  the  operating  rights  set  forth 
in  Certificates  Nos.  MC  79899  and  MC 
79899  Sub  2,  issued  by  the  Commission 
September  11,  1942,  and  September  25, 
1945,  respectively,  to  John  Menning  and 
Lawrence  Menning,  a  partnership,  do¬ 
ing  business  as  Menning  &  Son,  Edger¬ 
ton,  Minn.,  authorizing  the  transporta¬ 
tion  of  general  commodities,  excluding 
household  goods  and  commodities  in 
bulk,  and  other  specified  commodities, 
over  regular  routes,  between  Edgerton, 
Minn.,  and  Sioux  Falls,  S.  Dak.,  and 
between  Edgerton,  Minn.,  and  Pipestone, 
Minn.  M.  Tedd  Evans,  First  National 
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Bank  Building,  Pipestone,  Minn.,  for 
applicants. 

No.  MC-FC  63292.  By  order  of  June 
7,  1960,  the  Transfer  Board  approved 
the  transfer  to  Pacelli  Brothers,  Incor¬ 
porated,  Bridgeport,  Conn.,  of  the  oper¬ 
ating  rights  of  Simpson  Motor  Express, 
Inc.,  Fairfield,  Conn.,  set  forth  in  Cer¬ 
tificate  No.  MC  61007,  issued  by  the 
Commission  November  15,  1940,  author¬ 
izing  the  transportation  of  general  com¬ 
modities,  excluding  household  goods, 
commodities  in  bulk,  and  other  specified 
commodities,  over  a  regular  route,  be¬ 
tween  Bridgeport,  Conn.,  and  New  York, 
N.Y.  Seth  O.  L.  Brody,  285  Congress 
Street,  Bridgeport  4,  Conn.,  for  appli¬ 
cants. 

[seal]  Harold  D.  McCoy, 

Secretary. 

[F.R.  Doc.  60-5331;  Filed,  June  10,  1960; 

8:48  a.m.] 


FOURTH  SECTION  APPLICATIONS 
FOR  RELIEF 

June  8, 1960. 

Protests  to  the  granting  of  an  applica¬ 
tion  must  be  prepared  in  accordance 
with  Rule  40  of  the  general  rules  of  prac¬ 
tice  (49  CFR  1.40)  and  filed  within  15 
days  from  the  date  of  publication  of  this 
notice  in  the  Federal  Register. 

Long-and-Short  Haul 

FSA  No.  36306;  Scoria  or  Slag e-T win 
Mountain,  N.  Mex.,  to  WTL  Territory. 


Filed  by  Southwestern  Freight  Bureau, 
Agent  (No.  B-7823),  for  interested  rail 
carriers.  Rates  on  volcanic  scoria  or 
slag,  in  carloads  from  Twin  Mountain, 
N.  Mex.,  to  stations  on  C&NW,  CMSTP&P, 
EJ&E,  GB&W  and  KGB&W  railroads. 

Grounds  for  relief :  Short-line  distance 
formula  and  grouping. 

Tariff:  Supplement  51  to  Southwestern 
Freight  Bureau  tariff  LC.C.  4330. 

FSA  No.  36307:  Paper  and  Paper  Ar¬ 
ticles — Lawrence,  Kans.,  to  the  South. 
Filed  by  Western  Trunk  Line  Committee, 
Agent  (No.  A-2134),  for  interested  rail 
carriers.  Rates  on  paper  and  paper  ar¬ 
ticles,  in  carloads,  as  described  in  the  ap¬ 
plication  from  Lawrence,  Kans.,  to  points 
in  southern  territory. 

Grounds  for  relief:  Market  competi¬ 
tion. 

Tariff:  Supplement  17  to  Western 
Trunk  Line  Committee  tariff  I.C.C. 
A-4268. 

FSA  No.  36308:  Coarse  Grains — Kan¬ 
sas  City,  Mo.,  to  Texas  Gulf  ports.  Filed 
by  Southwestern  Freight  Bureau,  Agent 
(No.  B-7820) ,  for  interested  rail  carriers. 
Rates  on  coarse  grains,  in  carloads,  as 
described  in  the  application  from  Kansas 
City,  Mo.,  on  traffic  originating  at  AT&SF 
stations  in  Missouri  to  Texas  Gulf  ports 
(for  export). 

Grounds  for  relief:  Port  equalization 
and  carrier  competition. 

Tariffs:  Supplement  18  to  Kansas  City 
Southern  tariff  I.C.C.  5364.  Supplement 
26  to  Missouri-Kansas-Texas  tariff  I.C.C. 
1731. 


FSA  No.  36309:  Caustic  soda — Ala¬ 
bama  and  Louisiana  points  to  Danville, 
Va.  Filed  by  O.  W.  South,  Jr.,  Agent 
(SFA  No.  A-3966) ,  for  interested  rail 
carriers.  Rates  on  liquid  caustic  soda, 
in  tank-car  loads  from  Baton  Rouge, 
North  Baton  Rouge,  Geismar,  La., 
Huntsville,  Redstone  Arsenal  and  Evans 
City,  Ala.,  to  Danville,  Va. 

Grounds  for  relief:  Market  competi¬ 
tion. 

Tariffs:  Supplement  131  to  Southern 
Freight  Association  tariff  LC.C.  1536. 
Supplement  5  to  Southern  Freight  Asso¬ 
ciation  tariff  I.C.C.  S-89. 

FSA  No.  36310:  Class  rates — Seatrain 
Lines,  Inc.  Filed  by  Seatrain  Lines,  Inc. 
(No.  12),  for  interested  carriers.  Rates 
on  various  commodities  moving  on  class 
rates  loaded  in  trailers  and  transported 
over  joint  motor-water,  water-motor, 
and  motor-water-motor  routes  of  the 
applicant  motor  carrier  and  the  Sea¬ 
train  Lines,  Inc.,  between  specified 
points  in  Connecticut,  Massachusetts, 
New  tfork  and  Rhode  Island,  on  the  one 
hand,  and  specified  points  in  Louisiana 
and  Texas,  on  the  other. 

Grounds  for  relief:  Rail-water,  water- 
rail  and  rail-water-rail  competition. 

Tariff:  Supplement  24  to  Seatrain 
Lines,  Inc.,  tariff  LC.C.  175. 

By  the  Commission. 

[seal]  Harold  D.  McCoy, 

Secretary. 

[F.R.  Doc.  60-5330;  Filed,  June  10,  I960; 

8:48  a.m.] 
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